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To the Members of the Association: 


The VIII. Annual Meeting of the Association will be held in the city 
Chicago, on the 13th, 14th and 15th days of Octobe: next. 

That this meeting may be lacking in none of the valuable features that 
have characterized the gatherings of the past, the Secretary, thus early, 
calls your attention to the importance of individual effort to make the com- 
ing meeting worthy of the Association, by the preparation of papers, or by 
the possession of some valuable information to be otherwise contributed to 
the general sum of instruction on that occasion. 


registered letter, or 


are not | 


No books will 


of 
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OFFICE AT NEW YORK, N. Y.. 


[his is the season of renewal and extension of plant, and the observant 
manager cannot fail to find texts and data in the results of the past season 
und in the condition of his various apparatus (handwritings, as it were, on 
the wa that, 2 as interpreted, open the path to economic and sueccess- 
ful management 

Notes of such observations, data of experiments tried and results had in 
everyday workings form the valuable basis, either of fact or theory, upon 

| which the most instructive papers may be written and interesting debates 
rounded 

It largely to such observations that we are indebted for the material 
ind scientific advancement in gas manufacture that has marked the last de- 
cade, an a the various kindred Associations have been the invaluable vehicles 


it to 
lows that our share of the good work be equally well done 


that disseminated the knowledge thus obtained ; hence we owe our- 


| selves and our fel 


in the future 
There is no la 
m of riches that besets us ; the whole wide realm of gas manufac- 
per- 
| sonal views of management and experiences is open to the choice and is 


k of subjects entirely germane to the purpose, it is rather 


ture and distribution ; our commercial, scientific and social relations ; 


} within the reach of all ; be our attainments purely practical or thoroughly 
scientific there is yet matter suited to every mind, 
| . 7. . . 
You are, therefore, requested to assist, each in his own way, to the end 
that papers of interest may be presented at the meeting, and its delibera- 


ude of value to all. 


tions be ms 
Wma. Henry Wuite, 


Necre tary. 





THE GREAT EXPLOSION IN LONDON. 


<— 


One of the most serious, as well as the most remarkable explosions, on re- 


urred in London on July 5th. 


The Chartered Gas Company were 
improving their ~ ply in the western portion of London by laying about 


| 
| two miles of 36 inch main to connect the 48 inch main coming direct from 


Beckton with a 36 inch pipe already laid in Howland Street near Tottenham 
| Court Road. The laying of the new 36 inch main was done in two sections 
working toward each other. The section in Howland Street was commenced 


last March, 
a few lengths of The valve was found 
is left until May, short pipe was joined to the 
s section of the main which had meantime been laid up to 


by placing a valve at the end of the old 36 inch main, and lay- 
ing pipe to clear the street crossing. 


to be tight an l w when the 


othe part of thi 


| it, and thus the shorter section of main, about half a mile long, was com- 
pleted. This length of main had been carefully tested and no leak was 

| found 

| The other port f the work, about 1} miles long, was completed about 
July 1st, and it was at the time of joining these two main parts of the line 


k of destruction took place, and we give the substance of the 
words of the Journal of Gas Lighting . 


that the 
result in the 


wor 


‘We now come to a portion of the story which reads just as though some 
adverse Fate had meddled in the matter. It will be borne in mind that all 
those who were engaged in the work were under the impression that both 


The foreman knew all about the valve, and 
that it had never been opened ; he knew also that air had been blown into 
the pipe that which would remind him, if it were needed, that gas 

| had not yet been turned on. Nevertheless, while two of the men were en- 

| gaged in cutting out the cap, the foreman removed the gauge which had 


sections were equally dead. 


day, 
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been used for testing, and which showed that there was no pressure on the 
main ; then having detected no smell of gas, he struck a match, and applied 
it to the open half inch pipe, with the terrible results which are detailed 
elsewhere. We do not say that the effects might not have been equally se- 
rious had the cap been removed and a.light accidentally applied to the open 
main; but this does not diminish our difficulty in comprehending the action 
of the foreman. He is a man of much experience, and has a reputation for 
special intelligence. He knew that the main had not been charged, that 
there was no pressure in it, and that if there was any gas present it must 
necessarily be a cause of great danger ; still, although smoking was prohib- 
ited as dangerous, he applied the light as a precaution. If the same man 
was employed in the eastern section, it will be interesting to know whether, 
before removing the cap from the end of that main, he acted in the same 
way, and if not, what suggested the unusual course which he unfortunately | 
adopted. ) 

‘‘The Company, through their Chief Ivspector, Mr. Hersey, have sug- | 
gested an explanation of the presence of gas in the main. Satisfied appar- | 
ently that the valve was sound, they assumed that there was a fracture in | 
one of the lengths of the pipe, and by way of this fracture gas had found 
entrance through the soil about it from one of the service mains in the street | 
which must also have been broken. This theory would hot, we are sure, 
have been started unless there was some good foundation for it, as the prob- 
abilities are hardly in its favor; but it is in relation to this theory that the 
proving of the main becomes of importance. If, when the pressure was ap- 
plied in the early portion of the day, no leakage was apparent, no air escap- 
ing, the difficulty will be great in understanding how gus could have found 
its way into it as suggested. Oh the other hand, if the result of the testing 
wus to show that the main was not sound, a slight leak in the valve would 
explain it as readily as a fractured pipe, and we are thus driven back upon 
further evidence and upon probabilities, in judging between the two theo- 
ries, 





** Every effort will be used, we do not doubt, by all the parties concern- 
ed to find out the exact truth and all the truth in regard to this most sad 
occurrence ; and that the truth will be made apparent because—or so it | 
seems to us—no party or person is interested in repressing it. How slight 
may have been the cause of this disaster will be realized by our readers 
when we mention that an escape into the main of less than one foot of gas | 
per hour from the time when it was closed in the month of May, would be | 
sufficient to charge it with the terribly explosive mixture which was present 
in it on the 5th of July.” 

This is certainly very incomprehensible to us ; but full investigation by 
the Coroner is to be held, and we will give the details as they come to hand, } 





Death of Mr. F. J. Evans 
— 

The sad news reaches us that Mr. F, J. Evans, one of the Executive Com- 
mittee of the Directors of the Chartered Gas Company in London died on 
July 8th, of paralysis. In his death the gas interest of the world meets 
with a most serious loss, Probably to no one man more than to Mr. Evans 





is due the success of the grand old corporation with which he was so intim 


ately associated. While the many extensions and consolidations have been 
going on, which have made the Gas Light and Coke Company of London 
the largest in the world, it has been the foresight and broad-minded com- 
prehension of the future that have enabled Mr. Evans and his associates to 
be ready on all occasions to meet the demands of the business, More timid 
men would have hesitated to order the building of a Beckton, but they un- 


derstood the advantages of concentration and put it in practice ; and while, 
with the experience gained thereby, doubtless some improvements might | 
be made, still, as a first effort, the result of sach a work is unquestionably a 
success, 

Mr. Evans, upon the day of his attack, had been for several hours 
engaged in the flaboratory at his house, and had only left it to prepare for 
his dinner. While in his dressing-room he fell unconscious, and lived but 
a few days. 





Introduction of Mechanical Stoking. 
te 


We are informed that arrangements have been made with Mr. Ross to put 
his charging and drawing machines into the Eighteenth Street station of the 
Manhattan Gas Works in this city, just as soon as the machines can be com- 
pleted and set up. 





‘“‘Suffocation by Gas.’’—Reply to Mr. Littlehales. 
—_— 
To the Editor of the Gas L Gg ht Journal: 

As Mr. Littlehales, in his communication on ‘Suffocation by Gas,” re- 
ferred to a case which it is alleged took place in this city, it may perhaps be 
as well for me to give a fuller statement of the circumstances of the case 
than that given by him, and leave your readers to form their own conclu- 
sions as to whether or not the death which took place resulted from the 
cause mentioned, 

The facts as obtained from the proprietor of the hotel are as follows: 

A woman over seventy years of age, very feeble and almost utterly ex- 
hausted, arrived by a late train and retired at about 11 o'clock. The porter, 
as instructed, called her at half-past five the next morning ; he receiving no 


answer, and fearing from the woman’s appearance on the evening previous 


| that something was wrong, immediately burst open the door, and found her 


lying face downward on the floor with her head toward the door. There 


was a strong smell of gas in the room, and the tap was found open, A doc- 


tor who was near at hand was called in immediately, and pronounced her 
dead. Her friends were communicated with, and on their arrival did not 
seem surprised at her death. An inquest was not held, because under our 
existing laws no coroner can hold one without taking an affidavit that he be- 
lieves that the death took place from foul play. 

I saw the doctor some time after, and on my asking him what means had 
been taken to resuscitate her, and expressing my surprise that death should 
have taken place so soon, said that there was no question about her death, 
as she was quite cold when he examined her. From this circumstance she 
evidently must have been dead some time before discovered, 

The room in which the woman died was 10 feet by 6 feet by 9 feet, and 
both the window and door were closed. The burner (which [ have) con- 
sumed 2} feet per hour at one inch pressure, which was about that on the 
building during the period of the escape. 

Allowing that the escape continued 6 hours, 15 feet iv all would have 
escaped in the room. Now, as the Lowe gas, as analyzed in Canada, con- 
tains less than 20 per cent. of carbonic oxide, but three cubic feet, or .55 per 


cent., could have been present at the expiration of the six hours, Apparent- 


|ly the woman was dead some time before, when a smaller proportion was 


present ; and, moreover, was lying on the floor where there would be less 


| gas than in the upper part of the room. Could the carbonic oxide in the gas 


or the gas as a whole, have been the sole cause of her death? Ido not be- 


lieve it ; and in support of this opinion give the fc-llowing instances in which 


| people have recovered after inhaling Lowe gas here, and in one of which a 


very much larger quantity raust have been inhaled. 

A man at one of our hotels retired at 11 p.m., blew out his gas, which con- 
tinued escaping until 5 p.m. the next day—18 hours. The room was only 
10 feet by 8 feet by 9 feet. The window and door were shut during the 
whole time, and fitted very closely, and the burner consumed fully three feet 
per hour—the person recovered, though with much difficulty, This hap- 
pened in February last, when we were making about four-fifths of Lowe 
gas, 

The other case is that of a young gentleman who, by some means or other, 
turned the gas on after extinguishing it, and inhaled it, in a room with door 
and windows shut, for about four hours, I have not got the size of the 
room or the burner. He was found lying on the floor quite insensible. He 
recovered on restoratives being applied—went to church the same morning 
(it being Good Friday), and to a party in the evening. He merely complain- 
ed of a héadache during the day, ard was as well as ever the day after. The 
gas was all Lowe gas. 

Our men employed in laying mains say they are overcome with the gas a 
little quicker than they were with coal gas, but recover sooner, and, after a 
sleep, always feel as well as ever. 

Mr. Littlehales states that he never before heard of a fatal case of suffo- 
cation in Canada. I regret t 


say that, to my own knowledge, four fatal 
cases of suffocation from coal gas have taken place in Toronto; one in ovr 


works, two in a hotel, from the accidental turning on of a tap, and from an 


| escape of gas entering a building through a sewer. 


Mr. Littlehales’s objection to water gas, because of its high specific grav- 
ity, applies equally to cannel gas (extensively used in Scotland, and the 
gravity of which, in some cases, is much higher than that of Lowe gas, here 


averaging about .560) and to all gas of a very high illuminating power. If 





the objection is a valid one the 25 candle coal gas at present supplied in 
New York should be reduced in quality, as, at that power, the gravity, ac- 


| cording to table, is heavier than that of Lowe gas. I think that the differ 


We Wovrp Catt Especian Arrention to two papers read before the 
British Association of Gas Managers, at their last Meeting, one by Mr. 
Frank Livesey, of London, on ‘‘ Retort Furnaces,” the other by Mr. G. E. 
Stevenson, of Peterborough, on ‘ Regenerative Furnaces as Applied to the 
Heating of Retorts.”. We republish them in full, with illustrations, com- | 
mencing on page 56 of the present issue, 


ence between the gravity of Lowe gas and coal gas of fair quality, is too 
small to make any material difference as an element of danger ; and if it is 
a question between high quality and high gravity and low quality and low 
gravity, I am quite sure that gas consumers would much prefer the higher 
quality and take the risks. 

Mr. L’s last paragraph is hardly worth replying to ; but it may be as well 
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to remind him that when ‘anthracite coal and oil” were at ‘‘ abnormally 
low rates’ soft coal was ‘‘ ditto,” and how does he know that this company, 
to whom he refers, based their calculations upon those ‘‘ abnormally low 
rates ?”” 

It will probably not be questioned that accidents from the explosion of 


illuminating gas are far more serious and frequent than those arising from 
inhalation. Now, if Lowe gas is more destructive to life than coal gas whe 
inhaled, because of the larger amount of carbonic oxide in it, it is safer in 
another respect, that is, because of its comparative non-explosiveness—CO, 
when mixed with air, not being, as 1 am aware, explosive, and there bein; 
cousiderably less marsh gas and hydrogen in the gas, which are explosive | 
under similar circumstances. In proof of water gas being less explosive [ | 
am informed that manufacturers of gas engines claim that it requires mor 
What the difference 


not say—it may not be very much; but, on the other hand, who can tel! 


water gas to run their engines than coal gas, is I can 


how much mors of Lowe gas it will take to destroy life than cual gas? Th 
that if 
the gas is more dangerous in one respect than coal gas, it is safer in an- 


believers in water gas, however, have a fair contention in the clain 


other, and in that in which the most serious and frequent acidents 
Yours truly, W. H. 


take 


place. PEARSON 





[OrFictan Report.—Continued from page 7 
Proceedings of the Third Annual Mesting of 
Gas Association. 

May, 12, 


the Western 


Heup at Inpranapouis, Inp., 13, anD 14, 1880. 
—— 
InpianaPouis, Ivp., May 13, 1880, 2 p.m 

The Association was called to order pursuant to adjournment—J. O 
King, President, in the chair. 

The Association took up for discussion the subject of 

FURNACE HEATING. 

The President requested Mr. Fullager, of Cincinnati, to open the 
cussion. 

Mr. Fullager stated that he had not come prepared to lead the discussion; 
but 
He desired to hear from some other member « 


dis- 


that he had some facts at second hand in regard to recent results, not 
from his own observation, 
the subject. 

Some questions were asked and answered as to details in regard to tl 
Liegel and Dieterich furnaces, and late improvements thereon. 

Mr. Hyde (Cleveland)—I will give you my experience. Two 
we got a plan from Brooklyn, N. Y., to build a new lot of ber 
wide. 


years ago 
iches 14 inches 
While they were engaged in putting them up my foreman said to 
me, ‘* That seems to me pretty wide ;” but it was according to the plan, and 
Said he, 
three benches of 14 inches width, and the rest according to what r 
that, 
Then, after we had them put in, we went to 
work to test them, and this was the result: 


Eastern folks always think they have things right. ‘* Let’s put 


know 


ourselves.’’ So we concluded to do and put in the balance of th 


benches at 12 inches width. 


Test of Hi ating A bility of Benches of Nic Retorts. 












o ® 2 2 204 
: : 2° 3°38 
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Now, experience is a good schoolmaster, and in tlis case a qneer sort of a 


schoolmaster, too, for Mr. Fullager and myself are exactly opposite each 
[ then 


| 
coal, and 


other in our experience. Sorry for it, but these are our figures, 


tried both the 14-inch and 12-inch furnaces with 9-foot retorts on 


the result was that the 14-inch furnace took 2047 pounds of coal to keep the | 


bench heated a day, and the 12 inch took 1848, which is as 10 to 9—one- 
The 


We gave up the 14-inch from choice, be- 


ninth more, charging the retorts about equally, as they should be. 
retorts were all of the same size. 
lieving them not to be economical. We are perfectly sure of that, and we 
use the 12-inch instead. 

Mr. Jenkins—Were the grate bars the same in both instances ? ° 

Mr, ITyde —Yes, sir, 


Mr. Spencer—Are you in the habit of putting in all the coke you can get 


into the furnace ? 








M Hy Yes : just so that we can close the doors. Now I will give 
u the results I reached as between coal and coke: 
Tal 1] Results, shor ing the economy of using the best coal for 
“easing the number of retorts in benches, and shortening 
7770 charges. 
ar na om 
£ —} - 5 ad © 3 
= a) = og 
a N ad © ° 
- ~ a = Pee . Co a 
= S) Ps °o$@ 
| = “ON 5 
Year . = Ms 0° od 3” Bw 
~ ° = 3 $s Bok 
- z A ag o%s 
2 8 ess » £5 
bs ec} se 6 rw 
Months 
1aK4 4 4.48 19.5 58.4 
86 4 4.48 18.0 54.6 
Sfil 4 4.48 16.6 49.8 
Qf 4 4.48 13.6 40.8 
1SER 4 4.42 (2.9 38.8 
L&69 4 4.00 11.9 35.7 
ST f{and 5 4.00 11.3 33.9 
| 4 and 4.00 10.1 30.2 
1&7 5 and be» 4.00 9.7 28.9 
tof Heating Benches of Six Retorts with Coal. 
14-inch Furnace, 13-inch Furnace. 
Fa ' 9 feet. 9 feet. 
Coal t la 2047 pounds. 1843 pounds. 
Coal to n of coal 510 pounds. 458 pounds. 
( cal 1 for fi 25.5 per cent. 23.1 per cent. 
| Fuel Used Hy Benches for One Year. Six 8-ft. retorts in benches, 
furnace, twelve inches. 
Coal to heat one bench per day 1558 pounds. 
Co + irbonize one ton of coal. 463 pounds. 
Coke to bench per day 36.0 bushels. 
t e one ton of coal 10.6 bushels. 
Coke used t benches 32 per cent. 
Che , 1873) we were mixing coal and coke, and I cannot give the 
| exn ti at year; but we ran along in that same vicinity—28, and 
| sometimes re than that; sometimes as high as 30. We have run as high 
as OH Tt 4 

Mr. S Do you get at that result by the quantity of coke you sold 
each 

Mr. Hyde—No, sir ; not by the quantity sold. We found that about 60 

pounds of coal made a bushel of coke, and figured on the amount of coal 
| ; - 

lcarbonized with that. We keep a complete record of our fuel, and our ac- 
} os as 

| count 1s accurate all the way through. 

Mr. Sommerville—My experience and that of Mr. Hyde do not coincide. 
When I took charge of the works of the Indianapolis Gas Light and Coke 
Company they were using coal exclusively, for the reason that it was cheap- 
er than coke: at least, it was so asserted. I doubted that. I found it to be 


the soot and debris that 


yer the retort, by taking out the side holds—a thing I 


the fact that every week a man had to clear out 


had c ected 


never allow under any ciroumstances unless it is absolutely necessary. I 
found that they could not charge 1200 pounds for more than two or three 
days; t al would not keep up the heat. The result was not satisfac- 


[ like to get from 5000 to 5500 per retort, and we could not get that 
with that coal. Then I took’jmto consideration the price of the coal, and I 
found that not only could we get a better heat with the coke, but we could 
I cannot now recall the exact result, but it was 


tory. 


get a heat with less of it. 





from $1.50 to $1.75 cheaper to us to use coke instead of coal. The coal used 
was Indiana block coal—not a very superior coal for heating, and which 
gives plenty of smoke and soot. I stopped the whole coal business so far as 
iwe were concerned, and have used coke ever since. I can keep up the 

eats f with it 

The f wing paper was read by Mr. James Sommerville: 
| 

THE CONTROL OF THE GAS FITTING. 

| Up e subject of who should control the gas fitting of houses there 
exists, not without reason, considerable diversity of opinion. At present 


\the gas companies control the supply of gas to the meter ; at that point we 
stop, and leave the remaining part from the meter to the burner to be con- 
trolled by other parties. 


f this paper is, if p ssible, to ascertain if this policy is to the 


| The object « 
interest of che companies or otherwise. 
The time has been in the history of gas companies when this subject 


| would not receive much attention, but no one can fail to recognize the fact 
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that times have altered. With cheap lamps and good oil on one hand, and 
the electric light on the other, it behooves us to take into consideration | 
every means that will increase our consumption, knowing that aa the con- | 
sumption of gas increases we are thereby enabled to manufacture and dis- 
tribute it with greater economy, and therefore sell it cheaper. And I think 
no one can doubt that one great hindrance to an increase of consumption is 
this—that at this point (from the meter to the burner) we have allowed the | 
supply to pass into the control of parties who have no interest in maintain- 
ing a proper supply ; and yet you will perceive that this is the most delicate 
and most sensitive part of our business, for if we fail here all the expense of 
bringing the gas to the meter is lost. So that this subject of gas fitting is | 
one of vast importance to the gas companies, for when we consider that if | 
the pressure is doubled the consumption is increased one half, we will un- | 
derstand why it is that the bulk of the population of our cities will not use | 
gas—it is so easily wasted by the use of improper fittings and burners. 
For instance, we sell gas here at $2 per 1000; one light, burning 5 feet, | 
equal to 17 candles, costs just one cent per hour. This is a cheap light 
cheaper than oil or candles—but this gas has to pass through defective 
fittings, an excessive pressure is required at one part of the building, any 
burner is used (for our gas fitter has no interest in burners), and so our 
calculation of five feet per hour and the amount the meter has reg- 
istered do not tally; the meter shows a much larger amount. In some 
cases which have come under my observation the meter has shown double, 
and the discrepancy was due alone to pressure and improper fitttings. But 
of course, as you know, it is the meter that is wrong, and the company is— 
etc., etc. So it is the gas company that suffers from this waste, not the gas 
fitter. 

The most economical way to use gas is to burn it at a minimum of pres- 
sure. It is volume of gas that is required, nut pressure; and to have this 
volume it is most needful that the pipes in the building be of ample capac- 
ity. One can hardly say that it is to the interest of the gas fitter to put in 
large pipes. 

It is of great importance to the gas company that houses should be fitted 
up as cheaply as possible, that no obstacle should be in the way of anyone 
desiring to burn gas. But unfortunately the interest of the gas fitter lies in 
an entirely different direction, and many intending consumers are lost 
thereby. 

It is also of importance to the gas companies that the meter should be 
placed in a position easy of access, so that the pressure can be regulated, 
and the gas turned on or off at pleasure; that the burners should be of a 
kind that will give the best results to the consumer. 
cares for none of these things. 
fixed or not. 

The prevailing ignorance amoug gas consumers as to the best method of 
using gas is due largely to this cause, for how can it be expected that the 
gas fitter should have the time or the inclination, or even the ability, to 
show the people how to burn gas to the best advantage ? 

The use of gas for cooking and heating is rapidly growing in favor, and 
the success or failure of this part of our business depends very much in- 
deed upon the gas fittings. The great object the companies would have in 
view, if the control of the fitting were in their hands, would be to prevent as 


But the gas fitter 
It matters little to him whether the meter is 


far as possible any waste of gas, and of course this would have a tendency 
to reduce the gas bills, But, paradoxical as it may appear, a decrease of 
the gas bills is by no means a decrease of consumption ; the contrary is the 
fact. Such a decrease, brought about in this manner, leads not only to an 


increase of consumption, but to an increase of the profits of the company. 


Discussion. 


Mr. Lansden—In constructing small works, when I had to have a fitting 
shop, I either bought the shop or got the gas company to buy it, and then 
ran it in the interest of the gas company. I had to do that, particularly at 
places in the country, where I ran only two or three benches. It is your 
business to run the gas works, and not to allow a gas fitting company to 
run them for you. 

Mr. Howard—TI differ somewhat with the gentleman. I do not say that 
there are not some eases where it benefits the gas company to own the gas 
fitting works and control them; but there is another view in which it is not 
best. If there is no inspector, it is the duty of the superintendent to see 
that where gas pipes are put in the work is well done, and properly done, be- 
fore the gas is let on. That protects the gas company’s interests. The gas 
company is benefitted by having gas fitters around all the time hunting for 
work. Whenever they do that they are all the time working in the interest 
of the gas company. In a city of 20,000 inhabitants I would rather see 
thirty gas fitting establishments than one, so far as the gas companies’ in- 
terest is concerned. There can be no detriment on account of bad work 
where the work is properly inspected, and if rules are adopted and enforced 
by the company, a6 is done in many places, of having a certain size of pipe 
to » given number of burners, according to the size of the building, ete. 





In a very small town, where it would not pay a gas fitter to open a shop, it 
may do for the company to do the gas fitting ; but give me gas fitters all 
the time, so far as I am concerned. 

Mr. Jenkins—I cannot well see why the superintendent of the gas com- 
pany cannot just as well go out and drum up business for his works as to 
leave that to a lot of gas fitters. That is the business of the superintendent. 
On the other hand, if gas companies should do this work of gas fitting, and 
do it as cheap as possible, merely covering the expense of labor and mater- 
ial, by doing so they will find more consumers than they would if they had 
to send tliem to the gas fitters, who, as a matter of course, must make a 
profit on their work—and generally they do make large profits. 
object of having gas companies do their own fitting is to save the consumer 
the gas fitter’s profits. In Elkhart we do all the fitting ourselves. We have 
a population of 8,000, and have work enough there for a gas fitter. It 
would pay any gas fitter very well to open a shop and do the work ef our 
town, but I know very well that if a gas fitter had had charge of that work 
we would not have had half the work that we have to-day. 


One great 


The President—I believe, with Mr. Jenkins, that the gas fitter is in our 
way. I would rather do without him. Then I would extend my mains 
into a house if it cost me $10 to do it; and as a result my company would 
get $25 a year in gas bills that it otherwise would not get at all. I would 
like to be allowed to send my mains right into the house. 

Mr. Starr—As to putting in the connection pipes gratuitously, I do not 
believe in that. If a man cares so little about his house that he will not fit 
it up at his own cost for the reception of gas, he will never pay for his gas 
when he gets it. We have more consumers of yas in our town of Richmond 
for the length of the mains than any other small town in the country. We 
have not had a complaint about a gas bill in the last ten months. 


The President —Have not you yourself made complaints of the gas bills, 


and had good reason to complain of them, too? 

Mr. Starr—I believe I have in the last three years given away $1,000 
worth of gas burners to the citizens of our town. Our gas works are popu- 
lar, and we aim to make them so and keep them so all the time. I really 
do not recollect a solitary complaint of a gas bill in ten months. I was 
abroad for two months, and it is now six months since I came home, and I 
am sure there has been none since I came home. Everything goes on so 
smoothly that I have discharged my superintendent and bookkeeper, and 
do pretty nearly all the business myself. (Laughter and applause. ) 

Mr. Raynor—Wien I find a job of gas fitting to be doae, I go to work 
and do it. I do not look at the profit ; but still there is a small profit in it, 
and it seems to make up for some of the other work that we lose money on, 
I keep large burners on hand, and try to get my consumers to use larger 
burners with a light pressure. On the street I give them six feet of gas per 
post per hour. Our contract only calls for five feet. My inspector found 
fault with me, thinking that I did not furnish gas enough, and applied to 
the Council for authority to test the matter. So I went along with him, 
and we made a test of fifty-four posts. Out of that number we found four 
posts burning less than five feet each per hour, and all the rest from six to 
eight feet per hour. I use a burner that has a screw check in the base that 
I can regulate easily with a screw-driver. I cut down leakage on 83 posts, 
amounting to a saving of 10,000 feet. Last year my leakage was 17 per 
I go into houses where they think 
they cannot see to read by anything but a student’s lamp, and I put on a 


cent, ; this year it is only 54 per cent. 


burner that gives them all the gas light they want for any purpose, and 
after I have done that they do not bring out the student’s lamp any 
more. There is another point to which I wish to refer, and that is 
I have used 
my best efforts to bring home to the minds of our gas fitters the fact that 
the interest of the gas companies is their interest. Some of the old gas 
fitters stand very much in their own light. The introduction of the opal 
globe I have found to be a great improvement. In making selections of 
gas fixtures I always try to arrange it so that there will be no heavy shades. 
I always take back the old-fashioned globe in exchange for a good globe. I 
have a pile of them in our back office. 

The President—I have been in the business now twenty-five years, and 
have made it a point during the whole of that time to have men to place our 
meters and attend to them who are practical gas fitters. I like to be able 
to tell a man that we can do everything about his fixtures, and in a small 
place we can afford to say to a man that if he wishes to use gas and give up 


the mutual interest between gas fitters and gas companies. 


coal oil, he can pay us what he pleases, aimost, so far as fixtures are con- 
cerned. 

Mr. Jenkins—Last year we made nearly $600 in the gas fitting depart- 
ment of our works, though the profit on fixtures was not what we were 
aiming at in doing our own gas fitting. 

Mr. Spencer—I do not believe in giving things away. 
business on business principles. 
ing for. 


I am for doing 
If a thing is worth having it is worth pay- 
I would rather say to a man, ‘‘ If you will fit up your house I will 
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give you so much gas for nothing,” than to give him fixtures—buy th 
. e j 
for him. 


Mr. Howard—We buy burners by the gross and give them away. To 
some men who are amply able, we sell them at cost. We do any little re 
pairs that may be needed. A superintendent should not fail to do anything 
As to the pro-| 
as fitting, that depends somewhat upon the | 


| 
| 
} 


that is caleulated to advance the interests of his company. 


oro 
Eo! 


priety of a gas company doin 
population. Small places will not support a gas fitter 


I believe a 


very small places, I | 
gas fitter can make it pay in any town of 8,000 inhabit 
In our town of 30,000, I consider it is to the interest of the 
In regard to the burners, I use the Anderson burners in 
preference to many others I have tried. 


mean. 
ants. 


fas 


company to do it. 


That burner, supplied with the 
check, is at least as good a burner as any I have ever tried. As to soliciting 
consumers, I find that there is a class of men whom we cannot reach, for if 


they can save fifty cents a month by using coal oil they will never touch 


fas, 


Mr. Sommerville col 


It appears that the experiment of the 
controlling the gas fitting in a small town is a success, 


fas pany 
I do not see, then, 
One of the most success- 
ful gas companies in the world, that of the city of Paris, controls the 
fitting entirely. 

Mr. Howard—Don’t you know that differeut localities require different 
rules? America cannot adopt English or French rules. America is too 


why it should not be a success in a larger place. 


7u5 


demceratic to let any corporation control any institution exclusively. No 
gas company in America can control gas fitting to the exclusion of the 
trade. Any man who knows how to do gas fitting can do it in spite of you 





provided he does it in compliance with the existing regulations and in a | 
manner that will bear inspection. 

Mr. Fullager 
the gas fitting business in its hands it would be 


Does Mr. Sommerville imagine that if his company had | 
able to get the am 
work out of the men that the gas fitters succeed in 


as 


| 
mnt ol 
making them do 
things are now ? 


I remember the time, twenty years ago, when two of the 
largest companies in the United States did all of the gas fitting themselves 
in New York. Along came a man they had discharged, and started up a 
gas fitting shop of his own, and the consequence was that it was not 


You 


can’t get gas fitters to do fair work when they are employed by a gas com 


three years before the gas company was forced to give up gas fitting. 





pany. Ask them to do a little more work than usual, on account of m 
passing emergency, and they think they are imposed upon. About th 


only way to do is to do as the New York companies did hire the fitters by 
the month. They fit up the house, putting in globes and burners and every 
thing, and rent them as so much a month. 





We have meter repairers, and | 


we have to be right with them all the time, in order to get any work out of 
them. 


The following paper was read by Mr. G. A. Hyde, Jr. 


» on 


AUTOMATIC SEPARATION OF TAR AND AMMONTACAL LIQUOR, 


Mr. President and Gentleman—I have a little apparatus to describe 
PI 





which is used for the separation of the tar from the ammoniacal liquor, and 
although it may not be new, I have never seen or heard of it before, 
It may be used in any part of the works where it is found desirable to | 


separate those two liquid products of carbonization, but the place where J 
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TAR AND AMMONIA SEPARATER, 
| 
use it, and where it seems to be of most service, is right at the overflow 


of the hydraulic. The tar here separated I conduct into a tank, from which | 








em } 1 


It 





thus reducing the quan- 


it may \ t ur burner or into barrels, 
ity of tar UI d up from the tar well 

Che se} the two liquids is effected through the difference in 
then specil rravit lo obtain the result, the overtlow is run into a 
funnel wit pl ed spout, which is about six inches long and is placed 
in a ty ch t é of which acts as an outlet for the ammoniacal 
liquor, The remainder of the separater is merely an ordinary goose-neck, 
with the tlet ai ywer than the water outlet, the goose-neck being 

| fifteen i es long on the tar side and sixteen inches on the water (or inlet) 
land separating side [he separating side is made of two-inch pipe, and the 
tar side of one 

In action, the liquors enter the funnel, and through the long spout are 
carried two or three es below the surface of the water overtlow, thus 
preventi ny of the r oils from floating off with the water. The tar 
drops in the tw tube from its heaviness, and separates entirely from 

ithe watez r'} itlet for the tar being lower than the outlet for the water, 
he column of ter is enough longer, and consequently heavy enough, to 
force the t » way, while the water runs off clear the other. 

The separat plete, no trace of either liquid taking but the outlet 
prepared { 

There is another point which the apparatus accomplishes, and that is that 
the heavy s from the hydraulic is here caught and separ- 
ited, t tar in the well lighter and more easily pumped. 

On tir WW. H. Barrett a committee, consisting of Messrs. Fullager, 
Hyde (of Cli and), | Lansden was appointed to prepare a standard of 
weights easures to be used by this Association in its discussions and 
re port 3 

On mot t lered that when the Association finally adjourn it will 
be to meet I Annual Session, at St. Louis, Mo., and the follow- 

o Wel ( ttee of Arrangements, vizZ.: Hall, Zabriski, and 
Lat s 

Associat eeded to t innual election, with the following re- 

Pre i H [he Butterworth, Rockford, Ils. 

Ki P ) Fullager, Cincinnati, Ohio. 

Ser | Pre 1. ©. Zabriski, St. Louis, Mo. 

Ne / Lee A. Hall, St. Louis, Mo. 

dD tors 
ry ¢ I idianapolis, Indiana, 
P. T. Burtis, Chicago, Ils. 
M. Starr, Indianapolis, Ind 

r, A. Hyde, Cleveland, Ohio, 

R. A. Dittmar, Troy, Ohio. 

J. W. Butman, Decatur, Ils. 

I, O. King, Jacksonville, Ills 

| . Grand Rapids, Mich. 
Richard Spencer, Burlington, Iowa. 

ull of w 1 ly elected. 

On mot tw dered, as the standing rule of this Association, that 
the term of officers shall hold through each annual meeting, and that the 
qualificat fficers-elect shall be the last business of such meeting. 

On moti i ed to 7:30 P.M 

May 131TH, 7:30 P.M. 

Associat lled to order, pursuant to adjournment, J. O. King, Presi- 
dent, in the 

Committee on w ts and measures presented the following report. 
Adopted. 

INDIANAPOLIS, InD., May 13th, 1880. 
To the Western Gas A ition: 

Gentlem¢ Your ( ee to whom was referred the matter of a stand- 

ard of weis und sures to be used by this Association in its discussions 
| and report ibmit the following for your consideration : 

1st A] sidered as 2000 pounds. 

2d A Bushel of e .... 2688 eu in, 

Te A Gal 231 = 

{th. A bu slaked lim«¢ 5 hey 

it] lar inted in gallons, consisting each 

f ; Jaret cen ee 
ll of abo asures are based on the cubic foot of 1728 cubic inches. 
All of whi 3 respectfully submitted. 


JOHN FULLAGER, 


H 

G. A. Hypr, 8s 

T. G. LanspEn. de- 
Committe 
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The Association chen took up the discussion on 
RETORT SETTINGS AND MODE OF CHARGING. 


Mr. Fullager 
country that have their retorts of exactly the same kind, and as a result of 


In regard to retorts there are no two gas works in this 


this great and extensive dissimilarity we are paying higher prices for our re- 
torts than we ought to. 
eral use could be adopted. 


It would be a good thing if some standard for gen- 
It would be a great saving if the superintendents 
of gas works throughout the country would select one or two good styles of 
retorts, and use them. 

There is an immense variety of different patterns in use. By the plan I 
have just suggested we can save from five to ten dollars on every retort you 
buy. 
these things as we do other things in the way of stock, and the saving would 


We should come toa standard, and then we would be able to buy 
make a great difference in the rate of selling. 
Mr. Lansden—I should think that the stock makers would prefer making 
a standard retort. 
Mr. Fullager 


now in competition with coal oil, and in competition with the electric light, 


Are not the superintendent’s to blame for this thing ? 
Undoubtedly ; we are running our gas machine right along 


and we have got to exercise a great deal of care and do our utmost to cheap- 
en the price, as well as improve the quality of our product. Gas superin- 
tendents do not pay enongh attention to the little things in the department 
of economics. The men have to be watched all the time. I have been my- 
self compelled to adopt a system of checks that bears on every man that 
works an huur, and the result is a saving of between $8,000 and 10,000 per 
year on what we have been heretorfore accustomed to think were mere 
trifles. Now, wherever we can send and get our retorts from those who have 
them on hand, we can get them a great deal cheaper than we can have them 
made. 

All these things are at the expense of the works, and we have got to get 
right down at the bottom and cut off these little odds and ends of expense, 
as well as loss, and as sure as we fail to do it, some other means of sup- 
plying light will go to the top and the gas works will go to the bottom. 
This is being recognized by gas men—TI have known in the last year three 
prominent superintendents to be put out of their places because they did not 


look at these little things. 


Mr. Smith (Grand Rapids)—For 
for 10 years preceding that in the old country, I used the same kind of re- 


the last 23 years, in this country, and 


torts—14 x 22, nine feet long ; and I understood that the most of the super- 
intendents were going to use about the same retorts. We put five retorts to 
the bench. 

Mr. Lansden—I believe there are fifty sets of works that I can name scat- 
tered through [owa, Dlinois, and Missouri, that are using what is termed 
the ‘‘ Old St. Louis City” size. 


day—15 x 23\x 9; but in several of the works, particularly in the northern 


The original standard size [am using to- 


part of Illinois, they have a different mouthpiece to the same retort, and on 
account of the difference in the mouthpiece they have to send and order 
them made, Asa general thing, when they come to put in larger retorts, 
they insist upon having the old mouthpiece. 

Mr. Butterworth I get hold of 
retorts that other people have used, get them as cheap as I can, put in as 
big a retort as I can, make all the gas I can, sell all the gas I can and get 
pay for it. 
years, 


L will tell you what I have been doing. 


I think I have only paid for one pattern in about fourteen 





‘he President called the attention of the meeting to the second branch of 
the subject under consideration, viz., the settings for retorts. 

Mr. Hyde (Cleveland)—Our settings are simply saddles. We have used 
We have 
no bridge-tie, and no blocks, We use a saddle occasionally between the | 
second and third. We do not use any tile at all, 

The President—Did you ever 

Mr. Hyde—No, sir ; We think saddles are | 
more easily put in ? 

Mr. Fullager—We use a Gothic arch made of brick, and then carry up a 
very light saddle between the two upper retorts. 


three saddles placed so that the retorts sit right over each other. 


ise arched brick instead of saddles ? 


we have never used them, 


| 
Our two retorts, however, 
do not sit right over the other. I have found that a Gothic arch, carried up 
in the way I have stated, is the best thing we can have. 

The President—l have been accustumed to run a line of brick between the 
[ set without tiles, 

Mr. Howard wished to hear from Mr. 
benches. 


lower line retorts, and then upward. 


Fullager as to the 


economy of 
He understood there, was a great difference of opinion as to the 
length of time it is economical to use a retort, some persons saying that if a 
retort burns out inside of two years it is better to replace it. ; 

Mr. Fullager—I have built up a retort where two feet of it were gone, 
They generally run more or less over 30 months. The benches I am using 
at present have been in use 39 months, 
ultil it gets to be too small to put the coal in, 


Mr, Hyde—We try to get the full use of every bench of retorts if possi- | hard cider; cured him,’ 


| naphthaline 18 but a modern improve nt. 


I think economy is to run a retort 


ble. In lighting up new ones in the fall we aim to save the new ones as far 
as we can by using every old one that we think will go through. When 
we see one that is likely to be worn out, we get all we can out of it, and let 
isolated in- 


it go. In our way of working it we run about 18 months. In 


stances we have run them 32 mouths, or even 36, but that has very seldom 


been the case. 


The Committee on Membership reported the following gentlemen for 
special membership in the Association : 
F. M. Roots, Connellsville, Ind. 
H. H. Sheldon, Provide nce, R. [. 
Whereupon the Secretary, being duly authorized, cast the ballot of the 
Association, and they were declared duly elected. 
The President announced as the next topic that of 
STAND PIPES—REMEDIES FOR THEIR OBSTRUCTION, 


Mr. Fullager 


in cases of obstruction of stand pipes the obstruction is generally about two 


I have found from my own experience and observation that 


feet from the bottom of the pipe, and coming from the intensity of the heat. 
My remedy is n non-conductor, and I am certain that where that is applied 
upon the face of the benches you will find that you are done with having 
stoppages of stand pipes. I tried a sheet iran affair, and had a good deal 
of trouble with it. Then I put on a cast iron one, and never had a stopped 


pipe while it was in. 
The next subject taken up by the Association was 
THE EXHAUSTER LOCATION AND USE. 
Mr. Wallace 
and I can say that as an exhauster it is a success. 
but the fireman puts the fuel under the boiler, and that is all there is of it. 


I have used the steam exhauster for three years and a half, 
We have no engineer, 


So far as relates to the formation of naphthaline in our works, we cannot 
recommend it. It may be the result of the location of cur exhauster, It 
is located very close to the retort house. It takes above 75 feet of pipe be- 


exhauster. Whether it is because it travels 


between the main and the 
through so much pipe to get there, or how that is, I do not know. It comes 
next to the stand pipe, and 75 or 80 feet away from the main. Last sum- 
mer, when we were not using much gas, I stopped the exhauster altogether 
for two months, and during that time worked entirely clear of naphthaline. 
Mr. Smith—Do you wash with cold water ? 
Mr. Wallace 
Mr. Howard 
Mr, Wallace 
Mr. Howard 
Mr, Wallace 
hauster to the condenser. 
Mr. Smith—What is the size of the pipe you use ? 
Mr. Wallace—It is a 10-inch pipe. 


~When we are using it we do not wash any. 

Whose exhauster is it you use ? 

Mackenzie's, 

How far is the exhauster from the condenser ? 

There is probably 50 feet of pipe in all laid from the ex- 


The next subject announced was 
NAPHTHALINE, 


The President 
do not recollect (perhaps from the fact that we did not have such associa- 


I have been in the business now for twenty-five years, I 


tions and meetings as this) of ever hearing much said in the way of com- 


plaint abovt naphthaline. I have never been troubled with it. I have had 
the query before my mind frequently since these tubular condensers came 
into use, as to whether that had any effect or not—whether it may not pve 
that the old-fashioned air condensers and the slow cooling may not have 
had something to do with it. It occurs to my mind that possibly, after all, 
(Laughter. ) 

Mr. Fullager 


and they were choked up with naphthaline. 


I saw # ease where they had just such condensers as yours, 
At the last meeting but one of 
the American Association a gentleman seid there was no need of naphtha- 
line ; but the very next year was not passed before he had a chance to find 
out what naphthaline was—he became inconveniently well acquainted 
with it. 

Mr. Sommerville 
There was not much of it, but I know how it was made. 


I had a little trace of naphthaline here a few days ago. 
We had some 
very cool weather, and all at once the temperature rose to 86 degrees. 
Here was the gas in the gasholder all the time at that temperature, and it 
took up about 25 volumes of aqueous vapor in that case. Then in passing 
through the pipes it went down to 30 degrees, and even colder than that. 
This sudden evaporation produced the naphthaline. 

The President—I heard once of a doctor in New Hampshire who was in 
the habit of keeping an accurate register of the symptoms of the patients 
whom he visited and the prescription he gave them, as also the result of 
| the treatment, in about this manner: ‘‘ John Jones; symptoms, so and so ; 
’ “John Smith; symptoms, so and so; hard 
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cider; killed him.” It is so here; many of our remedies have a different May 14—12:30 p.m. 
effect in different cases, and the same thing operates one way here and 
me iting pursuant to adjournment, was called to 
another way yonder 
{yd I hM ill ee , ord { ). O. King, President, in the chair. 

Mr. Hyde agree with Mr. Sommerville in the opinion that it was the : : 

Mr. Ase ‘ ; } - O | iden and Zabriski were added to the Committee 
change of temperature to which the gas was subjected that was the cause ) 
[ have thought heretofore that I had this thing down to a pin-head, but I 
was mistaken. Some things that make naphthaline I am pretty sure of It rALLA N ( THE PRESIDENT. 

u have a very high heat you are liable have naphthaline, If you have = . : 
you wohl : € yo re LD Ie sod ie, ‘ ‘ ' 1H 7 nas Butterworth, of Rockford, Iil.. to 
not a high heat you will not have naphthaline. If you have a high he P 
with rapid cooling, you will have naphthaline anywhere. If the gas is at ; ; we. 

l pi ‘ ‘ : oa ' wi Ge t Vest Gas Association—I take pleasure in introduc- 
] sys . 1 ve ra ‘ ‘ > ‘ Tey | 
low temperature you cannot get naphthaline, hen we started our ’ 7 } 

) } : ] : pon wl falls the mantle that I have worn as 


pia washers a while ago we used to have slats in them, and those slat ‘ : ; 
mou | de l i | of the Association. You know him 
we afterward took out. While we had them in we were making naphthaln 


: t only as an honorable and capable man, 
all the time, but when we took the slats out and put brush in in place of|, , ; : : 
A . bu ble to do much more, no doubt, than his prede- 
them, we had no naphthaline. What that had to do with it I do not know ‘ Sinks “olk Which Rinnai 
but that is the fact. It is pretty sure that the temperature of the gas should “oP ' 2 E have hithesto held theowsh sour kina 


ot be changed, but that it should be kept as near a uniform te erat ; , - 
vane a. Sere rs that I still feel myself greatly honored by that 
as possible. There are, however, so many different things connected wit! : AV 
4 ‘ pleasant memories of my official connec 
that it is impossible to say in a word when you may and when you may not 





l ‘} l hicl ; \ d alsogof my personal intercourse with the 
ave ni thaline, ' ‘re are some conditions under which we know it ; : . 
have naph — here are some co Una ee I vy all meet together again and often in our annual 
produced. l capacity. Let me assure you that it will 
Mr. Starr—I have run high heats and I have run low heats, and I have | at a ture afford me great pleasure to meet socially any mem- 
never had naphthaline. I do not think I ever sawit. I use the Panhandle | pe; whom my intercourse has been so pleasant. 
coal that they get out about 14 miles this side of Pittsburgh, and I use In-} 4 ull up to your minds the fact that we, one and all, 
diana cannel, Professor Cox, the late State Geologist of this State, told m ure [The G | Book, you know, says, ‘‘ Blessed aré 
that if we used Indiana cannel coal we would never have naplithaline |) they that ’ and who, pray tell me, are more heartily and 
ise that kind of coal, and—I dno’t know why—but I don’t have naph- | pe, ‘ Lauchter. ) 
thaline. W eafte1 s renew these friendly relations that 
Mr. Howard—L have had trouble with naphthaline, but it has been i be assured that I shall always be glad to extend 
winter season. I adopted a method for preventing it. I had in the old | to x fellowship, Here and there—on this side of Jordan 
works a lime washer, which I converted into a dry scrubber. I used that d | } we 
red it : ng é Casi r, ane l { way kept it clear . 
poured into it a little naphtha occasionally, and in that way key Mr. I P esident’s chair, and after the applause that 
Mr. Sommerville—It is often remarked of naphthaline that it display | vreeted 1 spoke as follows 
itself without any apparent cause. The works going along wi Gentil ——— Soe. Lascetation While 5 Goal Galésea ta 
f age UU ri } ame ec ge, same heats 1OW oes 1 sOmM¢ My 1 : 
werage temperature, same cooling, same = d we stic remarks, I must say that he has gone 
idea of it is ths st cases > ne hie » he en making all the | ; 
idea of it is that in most cases thi naphthaline has been mak i | far 1, P ibility in saying that I can do anything better 
> befor > {0 di an E » str gf curr | gas was ik y it ' ; 2 : 
ee vefore we found it, and that the strong current of gas t tease Bi : know. that J. O Kine’s menile eosld act El 
’ arr oj or : at i ‘ in fac nade the time when e | , . 
and « urying it along ; that it was not, in fact, made at the t we! a01 ee re honorable man, in every sense of the word, 
found it. When we became aware of its presence we set about finding out | fa . 1 . 
: : mparison between him and me goes, it must be to 
nght there and then what made it, and have nothing in the econditi of | : Sy" . . 
ee : ; } my i y so well that I can scarcely hope to 
things at that time that would account for it; whereas if we had looked ; 
upp! I 
: : ; : 
further back we might have succeeded in reaching the point where it w ' . . 
ss his é “aki 1 At t [ took t flice, just as I take everything else that is 
made, and have thus found what made it. '¢ sta % d 
pee : , ees ff t la the only other thing 1 have to say is 
The President—My theory in regard to this thing is that the cause is t ee 
ne: St re : that if the ther business to transact, I will try and help you 
be found in the sudden erystallizing of some of the numerous hydrocarbons seas, ge 
‘ ae ' ” wp : ie ge wet to t y al ‘ IL hope the Association will grow a 
through some shock, t might occur from any of the solutions that ce! . ‘ 
l ) spe i t reat d { that when we meet next year at St. Louis there 
tallize by shock, Che primary cause of the thing you cannot get at, ' : 
, i J Siete d. . vy be 1 | will most certainly be the case if we each 
matter of course. I think that naphthaline always shows itself shortly afte F P ay . : 
. . z ;aey e interests of the Association as we do to our 
its formation. i 
nation wo thi ir for r common interests, and work with a 
Mr. Lindsley—In my early experience in the manufacture of gas | a ee | ; | : 
: : ; : : 3 chee} t you for the honor you have conferred upon me, 
served at locations too numerous to mention a beautiful substance, juite | War PI lon 
vill d I Varm applause, ) 
curious and quite pretty, I thought, until it began to be troublesome and | 
found in it an enemy to fight, and then it did not command so much of my Lhe i t vas then unanimously adopted : 
admiration. Our friend Mr. Hyde once in conversation with me told m« ] )f the Association be and are hereby tendered 
some of his experience, and recounted how he opened his mains and found Ito our t | lent, J . King, Esq., for the able and impartial man- 
c l ted | | 1} lf ie I for t ble and tial 
a quantity of naphthaline. In order to 1emove the obstruction I thought the | ney e ] 1 the duties of President of the Association 
thing over, and concluded that it would be a pretty good idea to pour in a} from it t the present time, contributing as he has so largely 
little naphtha where the gas could get at it at once. Ididso. I hada pan }to ¢ ment of the Association ; and further, that the 
made 6 feet long and wide enough to go through the purifier, and poured | Secret nish Mr, Kiny a copy of this resolution. 
into it two gallons of naphtha. I fitted upthree of them, and since that | . , 
‘ ( i s 0 phth = , re On 1 tion thy adjourned until its fourth annual 
have frequently used them, and I have no further trouble. Now I do not 
pretend to say that that removed the cause ; [ state the fact simply that I , K 
: . : : . as a. ae J, O. IKING, 
have had no trouble since from this source, that I am satisfied with the ré . Pp ‘ td 
é j i : resident. 
sult of the contrivance, and propose to keep it in use almost continuously 
Mr. Smith—For quite a number of years [ have had very little trouble | ' 
: : Monopoly. 
from this source. When we were washing our gas with cold water near our | Oil Mc ony 
" . ‘ . " | a 
hydraulic main we were troubled with naphthaline, but when I removed it hich the Standard Oil 
ss . = e | i to t virtual monopoly which the Standari 1 
further away the trouble was at an end, I have had no disturbance at al W vs t1 
A mt { 11D i petroleum, pevera years ago 1ey Buc- 
from it now for ten or twelve years. Com} hn gtes ; 2 ’ Gy t] ‘ 8 
= = . ; . . led } early of the o1l refineries in the country, 
Mr. Dittmar—When I was in the town of Williamsport I had some ex Aca ~Si eu ’ 
, ° a “ : two of those remaining, leaving 
perience—I may say, considerable. To remedy the evil I filled into the aS 5 badd sii, 
: aoe fie PORE : : oad ; | t of £01 thirty ; and of all the refineries in West- 
lower layer of our purifying boxes some sawdust saturated with naphtha. | °" : . 
Since th 3 6 hd ance ern P the e but four others in the oil region that are not 
vince then we Dave not had any. te SY [t is also reported that they have “ fixed ” the 
si : . ; ee ; , ent refineries and the ‘Tide-water Pipe Liue, and that 
Che Association then adjourned to meet in a body at 8 a.m. of the follow- New York i , I : } 

. , Mine nie RO! to put erude oil up from $1 a barrel—where it has been 
ing day, to visit the Citizens’ Gas Works, the Water and Fire Departments ane noene @  @ Whether this latter is true or not, there is a firmness 
of the city, the stock yard, and to take an excursion on the Belt Rail-| jn the oil market that cannot be explained on any reasonavle basis of de- 
road. l and supply Tron Age, July 15. 
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Removing Sulphurous Acid from Furnace Gases. 
oe 

In many processes of smelting, copper, silver, lead ard other large 
amounts of sulphur are expelled in the shape of sulphurous acid, which is 
a source of much annoyance to inhabitahts of the vicinity of the works. In 
this country it is only occasionally with gold and silver parting establish- 
ments, located in populous districts, that the protests against the ‘‘ nuis- 
ance’’ cause embarrassment to their owners. The question has not yet, 
therefore, assumed in this country the attention which it has for many years 
claimed abréad, both on the continent and England. The experience there 
gained may, however, prove valuable to those who are called upen to grap- 
ple with the problem in this country. Prof. Winkler, of Freiberg, has re- 
ported recently the results of a series of trials made at the Schneeberg U1- 
tramarine Works to remove from the furnace gases of that establishment the 
sulphurous acid contained in it, ranging from 0.3 to 2 percent. After a 
series Of highly interesting though unsuccessful trials, from a commercial 
point of view, the following was adopted as being at once the cheapest and 
the most effective, as shown by two years’ steady work: Three large cham- 
bers are filled with coarse fragments of limestone, covering a very large sur- 
face, over which copious amounts of water are run uninterruptedly. The 
gases ascend through the limestone, the water absorbing the sulphurous | 
acid. Various salts of lime are formed which, owing to the large amounts 
of water present, are carried off by it, so that the action of the limestone is 
not impeded by incrustations. The gases are drawn through the chambers 
by a ventilator. Atleast 90 per cent. of the sulphurous acid is thus absorb- 
ed, the percentage being reduced from 0.360 per cent. by volume to 0.039 
per cent.—/ron Age. 





Jamin Electric Light. 
oe 

A notice of the new electric lamp, produced by M. Jamin, member of the 
French Institute and Professor of Physical Science at the Polytechnic 
School, was printed in the Journal for July 25, 1879, and since that time 
the inventor has been engaged in improving his lamp. The new apparatus 
was exhibited lately at the works of the Compagnie General d’Eclairage 
Electrique, Paris, to a large assembly of representative persons. 

Around the great hall in which the meeting occurred were 40 lamps, each 
containing three candles. The lighting and relighting of the lamps was 
effected instantaneously. This result is obtained, without touching the 
apparatus, by simply establishing or re-establishing the communication. 
Should one of the lamps become accidently extinguished, the other lamps 
burn as usual, the intensity of their light being unaffected by it. Moreover, 
should one of the candles be consumed, another is instantly and automati- | 
cally brought into play. The intensity of the light is completely under | 
control, and may be graduated or regulated at will, from its full power down 
to the light of a night-light. The inventor states that the lamp may be 
made to burn 30 hours without any hesitation. 

Mons. Jamin has stated the cuestion df cost in this form: ‘Suppose a! 
given quantity of gas to yield a certain amount of light, and that quantity 
to be consumed in one eight-horse power gas engine, which drives one of 
the small Gramme machines, sufficient for sixteen Jamin lamps, the light 
obtained is ten times that which would have been produced by the direct 
combustion of the gas itself.” 

It is further stated that a series of experiments have proved that each 
horse power will give light equal at least to as much, if not more, than fifty 
Carcel lamps. At the concluding meeting the whole force of a twenty-horse 
power engine was brought into play, and the effect declared equal to at least | 
two thousand Carcels,—Jour. Soc. Arts. 











Brush Electric Light at Portsmouth, Eng 
- 

The ‘‘ Inflexible ” dock at Portsmouth dockyard was lighted up on the 
night of the 7th inst. by means of the electric light. The dock is 416 feet | 
long by 110 feet wide, and about 39 feet deep, and the object of the trial | 
was to ascertain whether it were possible, in time of urgent need, to dock | 


an ironclad after dark, or to continue the work of completing her for sea | 
throughout the night. 

The apparatus used was one of Brush’s dynamo-machines, consisting of 
eight magnets and four powerful electro-magnets, and driven at a speed of 
eight hundred revolations per minute. The lamps were also constructed 
on the Brush principle. Sixteen of these lamps were placed in the same | 
circuit in various parts of the dock, while a seventeenth was placed in the | 
electro-plating shop near at hand, where the generating machine was fitted. | 
The experiment is reported to havo been quite suecessful,—Journal of the 
Society of Arts, Lon., June 25. 





MALLEABLE Bronze.—P. Dronier, in Paris, makes alloys of copper and 
tan malleable by adding from } to 2 per cent. quicksilver. Dingler’s Jour. 


Seventeenth Annual Meeting of the British Association of Gas 
Managers. 
> 

The following paper on ‘‘ Retort Furnaces ” was read by Mr. F. Livesey: 

The object of this paper is to give to the Association an account of 
some successful experiments to reduce the retort fuel account at the South 
Metropolitan Gas Works, which has been accomplished by the adoption of 
gas generator furnaces and other arrangements, Gas generator furnaces, or 
furnaces for the conversion of coal or coke into a gas fuel, chiefly carbonic 
oxide, have of late received much attention in gas works in France and 
Germany, with very favorable results ; the advantages from them being not 
only the saving in fuel, but also the greater heat to be obtained and the free- 
dom from dust in the retort flues. 

The theory upon which the carbonic oxide furnace is constructed is a 
well known one ; but it will perhaps render the paper more complete to 
state it. When air enters thrcugh the bars or at the lower part of a furnace 
the oxygen combines with the heated carbon and forms carbonic acid (COs); 
but should there be a deep layer of fuel—say 3 or 4 feet—the supply of oxy- 
gen becomes less in proportion to the carbon, and the carbonic acid takes 


| up another equivalent of carbon, and carbonic oxide (CO) is formed, The 


resultant mixture of gases, according to one authority, should be composed 
of carburetted hydrogen, nitrogen, carbonic acid, and carbonic oxide, in 
about the following proportions : 


, {carbonic oxide ere errr rowers: oy 
Combustible Gases. 5 
; /carburetted hydrogen............. 11 
ae VUNG CONE. ccccacwcescuwseveens ms 4 sig 
) e gases, ‘ 
8 PMAINONNOID cs one ene eee 60 “" 


In the Journat oF Gas Licurina of July 29th, 1879, ‘‘ Isca” gives the 
composition of gases from a grate generator properly supplied with steam 
as under : 


Combustible Gases. Incombustible Gasses. 
co H CO, N 


20°4 i See , Wee 60°5=100 

18-9 9°8 yey 9-2 62°1=100 

20°6 10°6 Pere a ok 59°5= 100 
If there is a very strong draft, or if the air entrance be large in proportion 
to the capacity of fuel, the quantity of the two incombustible gases will be 
greatly increased, thus destroying the object to be attained. The combus- 
tion of the fuel is most intense at the bottom part of the surface, becoming 
less as the top of the fuel is reached, where a greater heat than a dull red 
indicates the presence of carbonic acid. It is necessary that the air supplied 
to burn this gas should be heated previously to its being delivered in the 
combustion chamber, below the retorts, and to do this economically several 
plans have been tried. The object to be attained is, of course, to heat the 
air by means of the waste heat, and naturally the main flue is at once sug- 
gested. Unfortunately, the main tiue ia this case, as in many other works, 
was at the top of the beds, so rendering necessary a strong «lraught to pull 
air down into the combustion chamber, and a still stronger draught in the 
furnace, which is at a lower level. This is very objectionable, for, should 
there be any cracks in the furnace, air will be drawn in, and will destroy 
more or less of the carbonic oxide, 

In several French settings that have been especially arranged for gas 
furnaces the main flue is carried beneath the retort settings, and the air for 
the combustion of the carbonic oxide is there heated; one plan being to 
pass the air through the flue in a number of small pipes, somewhat after the 
plan of the battery condenser, where the gas represents the waste heat and 
the cooling tubes the air to be heated. This plan of heating the air, though 
certainly the most economical, cannot in all cases be adopted. One plan 
tried was to draw the air backward and forward up the sides of the furnace 
itself ; but in this there is an element of danger, for should there be a crack 
between the cold air tlue and the furnace, air will be admitted into the fur- 
nace, and so burn the carbonic oxide where the heat is not required. This 
difficulty can be overcome by making the air flues of cast iron tubes ; the 
air may then be heated in the way just spoken of, or underneath the bottom 
retort. 

From many different furnaces that were tried two successful ones are 
here selected for description. The first (Fig. 1) was constructed in the 
coke hole of a stage house, after the usual form of a gas generator furnace. 
The opening for charging was made to be air-tight when closed; the flue 
taking gases into the combustion chamber in the setting. There were four 
cast iron plates sloping to the fire. The lower ones supported the bars, 
which in this case were old inch tnbing, and they projected out some dis- 
tance in front, in order to move them about and break up the clinker. 
Upon these lower iron plates also a constant stream of water was allowed to 


run, the greater part of which was converted into steam, so keeping the 
| upper plate cool, as well as checking the great heat at these air entrances. 


The front and sides were stepped back from the grate in order to prevent 
the air creeping up the sides, and so escaping the passage through the fuel 
—a very necessary condition, The position of the charging-hole and the 
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shape of the furnace must be well considered, for should there be at any | to supply steam 
place a less depth of fuel than 3 feet, the percentage of carbonic acid will position of the steam 


be large, and heat will be generated in the furnace instead of under the re- 
torts. Furnaces built previous to this one, where fire-tiles had been used 
in place of the iron plates, and where neither water nor steam was supplied, 


melted away so rapidly as to render them useless. It was found 


necessary 

















r water at all places where air was admitted, as the decom- 


reduced the temperature where it was most intense 
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Retort Furnaces—Fig. It. 


before stated, by the use of steam, is to reduce the temperature at the 
grate and air entrances, where the intense heat will melt everything with 
which it comes in contact, and supply it in the mass of the fuel where it is 
useful. 

The hot air in this furnace was supplied by two 8-inch pipes runnning 
into a flue of the same area passing under the flue of the bottom retort, and 
middle The 
size of this furnace, which heated the whole length of a through bed of 


then into the combustion chamber under the centre retort 











and was nct required, 1 supplied fuel higher up. 

In a paper Gas Generator Furnaces” in the transactions of the 
French Society, it is stated that as much heat is required to decompose 
water as is § t uustion. The advantage to be gained, as 

] 
a 
é 
\ 
ah ae as - = 
Seis 
seven retorts, was, at two feet above the bars, five feet long and three feet 
wide. The area of the grate was 33 in. 9 in. 297 square inches, less 
three bars, 132 square inches ; leaving 165 square inches, The area of the 
hot-air flues, two 8 pipes=100 square inches; but the draught be- 
ing much greater through the pipes, the area may be taken roughly as 200 


at 160 through the grate. 
mths there was little or no sign of burning away, 
iinly 14 inches wider at any part than when first 


through the pipe as ag 
After working for f 


as the furnace was not cert 



































Retort Furnaces—PFig. 2. 


built. The saving of fuel was on the average about 20 per cent. It is es- 
sential that the fuel as it burns away and reduces in bulk should not leave 
the sides, and so make a passage for the air, but, on the coutrary, should 
wedge itself in ; for should the air find a passage up the sides or ends of the 


furnace, carbonic acid gas will be formed, and the bricks will be rapidly | 


were tried, led to the conclusion that the chief economy in working was ob- 
tained by the deep layer of fuel and the heated air supply. If the same 
results could be obtained in an ary setting, it would certainly be an 
advantage, as a large amount of brickwork would be saved, and the disad 

blocked up with so many large furnaces 


ordir 


vantage of having the coke 


burnt away. It is better that the hot-air flues should exceed in area that of | would be removed. 


the grate ; they can then be closed until the best results are obtained. 


The experience gained from this furnace, and from several others that! this idea. The furnace in an ordinary stage retort-house was cut out, and an 


The accompanying drawing (Fig. 2) shows the plan adopted to carry out 
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opening cut through the arch below, as shown in the drawing. Two fur- 
naces were used in this case, one at each end of the through bed, The 
opening in the arch which formed the grate is 25 inches loag, 2 inches wide, 
increasing to 21 inches wide in the body of the furnace, and 4 feet 6 inches 
long, leaving a depth of 5 feet from the grate to the holes admitting hot air. 
The ordinary furnace door was removed and replaced by an air-tight one. 
It was also raised to keep a good depth of fuel in the furnace. Steam is 
supplied to the grate by means of a }-inch pipe having six small holes to 
direct it into the fuel. The ar for combustion of the carbonic oxide is 
heated under the flue of the bottom retort, and is delivered in the furnace, 
above the level of the fuel, about 9 inches below the springing of the fur- 
nace arch. 

The consumption of fuel was quite as low in this as in the first one de- 
t 
possessed the advantages of making very little breeze, and requiring but lit- 


scribed, being about 20 per cent. saving on the ordinary furnace, and 


tle attention. The fire was not once raked out during the three mouths it 


was at work. The grate area was 25 inches x 2 inches 50 square inches 
for each furnace, and the hot air supply about 28 square inches ; but as the 


draught was much greater here than through the fuel, as much air entered, 


and probably more. There was no perceptible increase in size after three | 


mouths working, and it was then only let down because it was no longer 
wanted. The heat in this setting was much higher than in any of the ad- 
joining ones, while the fuel consumed was less, and the fireman’s labor 
reduced, No fire-bars were used, aud the only attention required was to 
prick out the grate occasionally, and to fill up the furnace as required, 
which was at longer intervals than in the ordinary furnace. 

Having given a description of some successful furnaces, it may prove in- 
teresting to state the reasons of failure of some of the unsuccessful ones. 
In one case a large grate area was allowed, with the intention of checking 
the wir supply by means of a damper, but without success, as it proved to 
be only an ordinary furnace making carbonic acid instead of carbonic oxide, 
and maintaining a constantly running stream of clinker ; or, in other words, 
a machine for melting fire-bricks 


In another design the air was heated by the main flue, and was drawn | 


from the top of the beds ; but as the draught was not strong enough in tha 
furnace, the air supply was insufficient, and a large portion of the carbonic 
oxide passed through the setting without burning. This was shown by 
taking a plug out of the main flue at a point where it was only receiving the 
waste heat from this particular bench ; a piece of glass was then placed 
over the hole and made air-tight round the edges with fire-clay. On exam- 
ining the flue no flame whatever was seen, but on waiting till the glass 
cracked and admitted air, the gases in the flue at once caught light. In 
nearly all cases where neither water nor steam was supplied, the melting 
away of the furnace was so rapid as to make its adoption quite out of the 
question. 

The object of this paper has been to give a description of a1 


of the gas regenerator furnaces to heating retorts, and to show where suecess 
and where failure is likely to obtain. 

A ready means of analyzing the resultant gases from a furnace would be 
of use, could such a process be discovered; but, in default of this, the 
knowledge that the furnace is making carbonie oxide instead of earbonic 
acid is sufficient, and is very soon gained, It is a pleasant duty to mention 
that these experiments, which have been so far suecessful, have been under 


the superintendence of Mr J. Somerville, whose perseverence and ingenuity 


to overcome many difficulties deserve great praise. Mr. Tanner, the fore- 
man of the old Kent Road Works, has also made some valuable suggestions 
that have materially aided the working. 

In conclusion, the writer urges the necessity of further « xperiments being 
made, for as every step in the reduction of working expenses will make the 
consumption of gas greater, and give to it more varied uses, so will this 


greater consumption render the manufacture of gas more important 
REGENERATIVE FURNACES AS APPLIED TO THE Heatina or Rerorts. 
By Mr. G. E, Stevenson, of Peterborough. 


Two years ago I had the honor to read a paper before you on the subject 
of ** Retort Setting.” 


of regenerative furnaces for heating retorts on the Continent, and 


Although I was aware at that time of the introduction 
had seen 
at Frankfort-on-the-Maine some furnaces at work on the system invented by 
Herr George Liege!, manager of the gas works at Stralsund, I was not a. 
quainted with the details of the system he employs, and did not possess 


sufficient knowledge of this system of heating to justify allusion to it in the 


paper I then read, Being a short time afterward placed in communication 


with Herr Liegel, and believing that the regenérative principle was a more | 


scientific mode of heating than the usual method employed, I devoted some 
time and attention to the examination of the different systems of generator 


furnaces in use, and to the Liegel generator in particular, being early con- 


application 


vinced that this system possessed advantages over other forms of regenera- 
tive furnaces, in the greater simplicity of its construction, and more 
direct application of the productive gases to the retorts requiring to be 
heated. 

The principle of a regenerative furnace may be briefly stated as follows: 

Instead of constructing the furnace so that immediate and complete com- 
bustion of the fuel shall take place, it is so designed that the primary supply 
of air, entering at the bottom of the furnace, shall be sufficient only for the 
combustion of a portion of the fuel lying nearest to the point of ingress of 
the air, and that the carbonic acid gas generated by the combustion of this 
portion of the fuel shall, in passing through a further considerable stratum 
of coal or coke, as the case may be, yield up a portion of its oxygen to this 
mass of fuel, and become thereby reduced to carbonic oxide. The oxygen 
absorbed by the stratum of fuel through which the carbonic acid gas, 
as the product of the initial combustion, passes, maintains the whole mass 
of fuel in a state of slow and partial combustion, and the hot gases passing 
| away (consisting chiefly of carbonic oxide) are capuble of being rekindled 
}and finally consumed to carbonic acid, This is effected by introducing at 
ithe proper place a second supply of fresh air, heated to a temperature suffi- 
| ciently high to cause the ignition and subsequent combustion of the car- 
| bonic oxide gas, By this means a perfect and complete combustion is 
| finally made to take place in intimate contact with the object requiring to 
be heated, the heat of a flame being always much greater than the heat of 
the extinct gases resulting from the combustion, 

The name ‘‘ regenerative ” furnace was given to this principle of heating 
by Dr. Siemens, when he applied it to his steel puddling furnaces, In an 
analogous form to that of the original Siemens furnace, the principle has 
| been applied by the Paris Gas Company to the heating of their retort set 
tings. The arrangement is a very complicated one, ‘The primary combus- 
tion takes place some distance from the retorts, the gases of combustion 
being conducted by flues to the retort settings, and there mized with a fresh 
supply of air, which has previously been heated to the required tempera- 
ture. To effect this, the secondary air supply has to be conducted through 
channels heated by the waste gases from the retort settings. These waste 
gases are first passed through the channels in order to heat “them to the 
requisite degree, after which they are turned off, and a fresh air supply is 
conducted through the same channels, until they have become too cold, 
when the process is again reversed By an arrangement of valves the 
changing of the currents of air and gases is_ effected simultaneously, two 
sets of channels receiving alternately the hot gases and the fresh air, This 


system is very complicated and expensive, and though it may prove success- 





ful where capital expenditure is not a matter of importance, the competition 
| existing hetween our undertakings in regard to the price charged for gas 


| would present a serious obstacle to the general introduction of so costly a 


| carbonizing plant in this country 

| Another form of regenerative furnace existing and finding favor on the 
Continent is that of Herr Oechelhauser, a manufacturer of gas plant, and 
| also engineer of the Germaa Continental Gas Company. In his system a 
furnace is built at the back of the retort settings, in the shape ofa square 
cupola, and the products of combustion from one such furnace are made to 
| serve for the heating of two sets of retorts. The furnace is filied from the 
top of the retort bench by means of a hoist, and the gases are introduced 
into the retort setting from the back. The secondary air supply is heated 
by being conducted along flues passing up and down the back of the retort 
settings and beneath the bottom flues of the retorts. In this manner the 
complicated alternating system of the Siemens furnace is avoided, and much 
economy of construction effected. 

There are, however, few retort houses in this country in which such a fur- 
nace could be introduced. In large works the prevailing custom is to place 
the retort beuch in the centre of the retort house, the retorts being either 
‘throughs ” or situated back to back. In smaller works, where the retort 
bench is single, it is usually placed close to the back wall of the house, and 
| T take it for granted that few engineers, in designing a retort house, would 
| be prepared to allow room for constructing such a furnace behind the retort 
settings. Moreover, it would not %e desirable, in any but very large 
works, to have furnaces capable of heating two retort settings at a time. 

The next adaptation of the regenerative principle which merits considera- 
tion is that of Herr Liegel, of Stralsund. In this system the furnace is 
placed beneath the retorts themselves, as in the ordinary method of firing. 
The accompanying ilustration (Fig. 1) shows a setting of eight retorts, as 
erected at the Maidstone Gas Works, in which the furnace is of the most 
improved form. It is constructed of a peculiar shape. At the bottom is a 
narrow aperture or slit for the admission of air, and immediately above the 





slit the furnace spreads oxt to a width much greater than that of an ordin- 
ary furnace. From the point of extreme width the furnace diminishes 
upward, the courses of brickwork being set over gradually as the furnace 
ascends. The front part of the furnace is brought forward below the 
ground level, and formed into a kind of sack, into which the fuel is tipped 
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Modification of the Liecel 


through an opening in the floor, This part of the furnace is partially 
divided from the portion beneath the retorts by an arch, which supports 
the front wall of the setting. 
the channels delivering the secondary air supply from flues constructed 
of 


ward along these flues, and become warmed by the heat from the bottom 


At the top of the furnace, on either side, are 


beneath the bottom retorts. The currents air pass backward and for 


retort flues immediately above them, It is, however, not absolutely neces- 
sary to heat the air in the Liegel furnace, because the combustible gases, 
never having left the proximity of the furnace, do not require to be ignited 
The slit at the bottom of 
the furnace is formed by large fire-clay blocks built into either side of the 
furnace. Below the slit the blocks recede rapidly from the centre line, and 
beneath the slit a small fire grate is constructed, the sides of which are 


afresh, as in the case of the Siemens furnaces. 


Retort F 


formed st 
main slit 


from fusing \ 


The peculiar « 


the necessity 
above the 
dition, and 

to cuntrol the 
leaves the furt 


to which they 
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not clinker and stop 


ces between them and the under sides of the 

purpose of which is to cool the latter and prevent them 
f the furnace 

truct f this part of the furnace is designed to obviate 


kering. The 


+h t t the slag runs 


intensity of the combustion immediately 
out of the furnace in a melted con- 
up the slit. It is, however, necessary 
If the slag melts too quickly, and 


un, the latter cannot long resist the great heat 


slag 


xposed, Liegel has discovered that if the slag be main- 


tained in a semi-melted or viscous condition, it will, by spreading in a thin 
layer over the brickwork, protect it from the action of the fire. The draught 
in the furnace must :sherefore be regulated to attain this object, and to 
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; j 
assist in controlling the fusibility of the slag the small fire grate is inserted In further proof of the economy effected by these furnaces, I will just 
beneath the slit, and upon this a fire must be maintained (fed with breeze | state that they- have also been applied toheating steam boilers with remark- 


falling through the slit) of such proportions as may be found necessary for | able success. A Cornish boiler at the Stralsund Gas Works, heated by a 


the requisite melting of the slag and freeing the same from the slit blocks. 
The clearing of the slit is assisted by the fireman with a light hook, which, 
being drawn along the slit, removes the semi-melted slag clinging to it. 
Beyond this no cleaning of the fire is required, A tunnel is constructed 
beneath the retort house floor for the purpose of approaching the furnace, 
and for removing the clinker and ashes, 

In cases where it is found inconvenient, on account of the presence of 
water, or from any other cause, to excavate to the depth required for the 
furnace in its normal form, the system may be applied without the tunnel 
by constructing the furnace of less depth, and providing for approach to 
the slit by means of a pit, with steps to descend into it. This method has 
been adopted in designing the furnace at the Peterborough Gas Works, 
where, on account of the high level at which the water stands in the ground, 
a tunnel could not be constructed. It will be seen, on referring to the illus- 
tration (Fig. 2), that in this case the furnace is fired by an inclined opening 
in the front wall of the setting, and the underground ‘ sack” is dis- 
pensed with. This furnace cost less to construct than the deeper ones, but 
the latter are more perfect in their action and more economical in their 
results. 

The advantages which a regenerative furnace possesses over the ordinary 
method of heating are mainly greater economy of fuel and greater heating 
power. The reason of this is to be found in the fact that, for the complete 
combustion of such fuel as coke or coal, a much greater supply of air must 
be admitted into the furnace than the theoretically requisite quantity. The 
speed at which the air must necessarily pass through the furnace to develop 
the proper heat, and also the impossibitity of the whole of the oxygen of the 
air coming into contact with the carbon to be taken up, compels the admis- 
sion, through the grate-bars of an ordinary retort furnace, of about double 
the quantity of air theoretically necessary, and consequent!y double the 
quantity of nitrogen, the direct effect of which is to stultify the combustion 
and reduce the heat. In a regenerative furnace one-half only of the com- 
bustion takes place under these unfavorable cireumstances. This must be 
evident when it is considered that the preliminary oBject to be obtained is 
the production of carbonic oxide (OO), and not carbonic acid (CO,) ; the 
former gas requiring for its formation one-half the quantity of oxygen to 
combine with an equal quantity of carbon that is required for the complete 
combustion of the same. The other half of the oxygen is not introduced 
until the fuel is in a gaseous form, when a much more thorough interming- 
ling of fuel and oxygen is readily attained than can be realized so long as 
the fuel consists of solid material, 

The Liegel furnace possesses an advantage over other forms of gener- 
ator furnaces in the fact that clinkering is abolished. The labor of 
keeping the slit clear is trifling compared with that of the ordinary process 
of clinkering, which I do not hesitate to say is a strain on the constitution 
of the firemen, from which they ought to be relieved if it be possible, and 
it also exerts a detrimental influence on the furnace and the retorts, which 
cannot be too seriously estimated. In generator furnaces constructed with 
grate fires, great difficulty is experienced in removing the clinker an: clear- 
ing the furnace, For thie reason experiments have been made in introdue- 
ing steam into furnaces. The steam nas the effect of rendering the clinker 
light and friable, and preventing it from adhering strongly to the brickwork 
of the furnace. This, however, necessitates additional expenditure in fuel 
to generate the steam, and I believe it will be found that the continued use 
of steam in the furnace has a detrimentai effect upon the brickwork. 

I regret that I am, as yet, unable to place before you the results of a per- 
sonal trial of the system. I have had one of these furnaces constructed at 
the Peterborough Gas Works, but in consequences of difficulties which have 
been met with in contending with underground water, and also delays in 
procuring the necessary fire clay blocks, it is only within the last few days 
that the furnace has been completely ready for work. Mr. West, of Maid- 
stone, has also constructed four settings with these furnaces, and, although 
he has not made any very lengthy trial of them as yet, he will doubtless be 
kind enough to give you his opinion of their merits. It is, however, not 
necessary to wait for results at home to judge of the value of this principle 
of heating. There are now upwards of 200 retort settings heated by these 
furnaces on the continent, and they are being introduced into America. 
The Metropolitan Gas Company of New York, having made trial of the sys- 
tem last year, are so satisfied with the result that they are at present time 
constructing a new bench of eight settings on this principle. Also in New- 
ark, N. J., two settings are heing built. In the most improved settings of 
nine retorts each, the fuel account is pow reduced to 10 per cent., and the 
production of gas per mouthpiece with ordinary oval retorts reaches 9,000 
feet per diem. The repairs required by the furnace, if properly worked, 
are extremely small, a furnace lasting three seasons withour requiring to be 
relined. 


Liegel furnace, evaporates 12 lbs. of water per pound of fuel, whereas the 
proportion for boilers fired in the usua! manner varies frem 6 lbs, to 7 !bs., 
or, at the most, 8 lbs. of water per pound of coal. 

At a future meeting I hope to be ina position to place before you the 
results of personal experience in regard to the working of these furnaces. 
In the meantime, however, I trust others will make trial of this system, and 
thus be prepared to confirm the statements made by the inventor and those 
who have adopted his furnaces in other countries.—London Journal of Gas 
Lighting. 





Extensive Electric Light Experiments. 
Se eee 
We learn from the Paper World, published at Holyoke, Mass., that Mr. 
H. C. Spaulding, of Boston, who was at first going to put his plans into ef- 





fect in that city, has gone to Holyoke on account of the cheap power, and has 
|'made arrangements with the Water Power Company to put a wheel into 
their new pit expressly for his use. To make the experiment which he will 
attempt will require 150 horse power, enough to run a paper mill. A tower 
about 175 feet high will be built and surmounted by an immense lantern of 
| such power, says the enthusiastic editor, as to put all former electric lights 
completely into the shade. Mr. Spaulding will put up tis tower and ap- 


| paratus at his own expense, but he hopes to succeed so well that the city 
| will adopt his system. His idea is that by filling the atmosphere above the 
city with light from several such electric towers he will get the same effect 
that we do from the sun and its reflected light, and that the shadows will be 
no darker than those made by the sun, His idea is to fill the stratum of at- 
mosphere just above the city so completely with light that it will permeate 
spaces which no direct rays reach, just as the sun’s light does immediately 
after the sun has set. 

The light which he expects to throw out from one lantern will be equal to 
300,000 candles, while the largest electric light yet attempted by any one else 


has been of but 10,000 candle power. The estimated cost of the apparatus 

ix $15,000, irrespective of any investment for power, but after the system is 

once in operation the cost of running it, aside from the power, will be small. 
Sci. Am. 


Correspondence 


(The JOURNAL is not responsible for the opinions expressed by correspondents. ] 








Carbonie Oxide in Water Gas. 


New York, July 27, 1880. 
Mr. Editor : It would have been much more satisfactory if your corres- 


| pondent ‘*C,” in your last issue, had published his communication before 
| the death of M. Tessie du Motay, and thus have afforded the latter to give 
his version of what he said in respect to the gas made by his process ; and 
especially his opinion of this very objectionable element in water gas, as 
|compared with the far greater per cent. aud more deadly effect of marsh gas 
‘or fire damp in coal gas. 

The fact is that the worshippers of coal gas ‘‘stra'n at a gnat and swallow 
acamel.” It is undoubtedly true that, under the du Motay process, the 
water gas contains a greater amount of carbonic oxide than that made under 
another, and more perfect process ; yet it caunot equal, in its deleterious 


effect, the 47 per cent. of marsh gas in coal gas, and some of the prominent 





coal gas men are abandoning the absurd hue and ery against carbonic oxide 
in water gas. 

Its great dilution by and union with 75 or 80 per cent. of hydrogen and 
| other elements so reduce and change it that it is less harmful than coal gas. 
And, besides, it is so far superior that the people will use it without com 
| plaint whenever they can get it, if it is only made in the pest manner. And 
more especially are consumers better satisfied because, by its greater spe- 
cific gravity, and the brilliancy of its light, their bills are less than in the 
use of coal gas. 

Let those who rail at water gas remember that a hundred times more can 
| be said, and instances given, of the deadly effects of marsh gas than of car- 
| bonie oxide ; and that the only reason why the same old fears of coal gas 

have died away is that experience has shown that although it contains so 

| large au amount of marsh gas, yet even about 53 per cent. of hydrogen and 
other elements so dilutes it that its careful and proper use is not specially 
dangerous, and precisely so, and with still less danger, will it be found in 
respect to water gas ; the more general use of which, I believe, is the only 
remedy for the complaints of the public, and a safeguard against its con- 
| 


tinued chase after that ignis fatuous, electricity, for common purposes. 
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Official Report of Examinations of Gas for 











two Weeks ending July 24, 1880, made 
at the Photometrical Room of the Depart- 
ment of Public Works. 
Corrected Illuminating Power. 
Time of = 2 gs ~ 
Day at ag Oe Ew = “be = 
1880.| which S41 Se o 4 [7 
Test were| > z| 3 @ o La 
July) made. ao a 2S ato 
Z a a a 
. - + t & 
12 26.27/19 .31/27.49/2L.26)18.07/23.86 
Between 
13 23.56) (9.08 27.78 20.40/17.86/ 22.35 
9.30 a.M. 
14 22.38)18.46/27.62/20.80/18.64/23.20 
and 
15 23.60)18.12)28.48/20. 74/18. 28/23 .87 
1 P. M. 
16 22.73/18.61/28.70 21.03/17 94/25.17 | 
| 
17 22.14/18.63/28.24/21.1)5 48 ci 
* Average) 23, 44/18. 69/28 .05/20.89/18. 1623.93 
19 24..17)/18.80/29.17|20. 28) 18.19/25.03 
20 | 123 10/18.71/28.58/20.02\18.14 26.17 | 
21 25,27/18.58/26.81/19.34 17.81 27.02 | 
22 124 .83/18.33/27.59|20.01/17.92)26.56 
22 24 .02)19.28)26.84|20.47| 17.97 ee 


at 124.46 19.16|27.13/20.54/18.20 26, 86 


| Average|24.31 

| | 

| | | | 
] 


18.80)27.68/20.31/18.04 sae, 
ia ad } 


, | 
* Five foot lava tip with check. 
+ Bray’s slit union, No. 7. 
t Bray's slit union, No. 6. 
E. G. Love, Gas Exatniner. 


A CHARTER was granted at Harrisburg, Pa., on the 
22d of July, to the Commonwealth Electric Lighting 
and Manufacturing Company of Philadelphia, formed | 
fur the purpose of manufacturing and supplying elec- 
tricity for illuminating purposes, and for the manu- 
facture and supply of lamps, burners, and other 
things necessary to carry out the said purposes. 
Capital, $50,000.—Coal Trade Journal. 





}mum, and that there were sigus of weakening in 
| flow of gas throughout the older parts of the 
| ford region. 
| northern district 


(From ‘“ Stowell’s Petroleum Reporter 
The Petroleum Outlook. 
a 

The statistics presented in this month’s issue go to 
confirm the opinion expressed in our last two issues 
that the production had already reached its maxi- 
the 
Brad- 


weakening of the 


> 


In evidence of the 
we would cite the fact that many of 
the wells which formerly flowed their product now 


have to be pumped, and that a great and urgent de- 


mand for sucker-rods has suddenly sprung up calling 


upon the manufacturers of sucker-rods to open up 


their manufactories (which had been closed for some 


time) in order to supply the demand 
The daily average production for th 


months has remained about stationary April aver 


aged 67,323 bbls May, 67,201 bbls Tor G7.279 
bbls. The number of wells complet April was 
500; in May, 426; and in June, 310, showing a fall 


ing off in new wells each month 
The aggregate production of the new wells aver 
aged daily in April 11,000 bbls.; in May, 1 bbls 
and June, 7,750 bbls. 
The efforts which have 
present limits of ghe producing field, also 


been made to extend the 
new fields, have not been successful in any direction, 
thus far, this year. ; 

From the above statement of facts it is fair to pre 
sume that a decided lessening of the production 


be looked for before many months shall have 


away, unless some new and as yet unknown field, as 


large, as prolific, and as certain, shall speedily be 
discovered and operated 
The stocks of crude petroleum in the producing 


regions of Pennsylvania have been largely augment- 


ed thus far this year. At the commencement of the 


year the amount was 7,090,834 barrels, which in 


creased in January to 8,797,633 bbls.; in February to 
9,073,563 bbls.; in March to 9,432,693 bbls.; in May 
to 11,648,087 bbls.; in June to 09,914 bbls.: 


making a total increase for the first half of the pre 
ent year of 5.619.080 bbls 


stock of 12,709,914 bb considered 


The present 
about one year’s supply for the demands 
the 


the whole production to meet its wants 


f the trade, 


and for the next six months trade will require | 
If the above 
estimate of the supply and demand shall prove near- 
ly correct, we may look for a stock at the commence | 
ment of 1881 of some 12,000,000, with a production 
decidedly less than at present, and not to exceed the 
amount produced at the commencement of 1880 


The market price for United Pipe Certificates 


rep 

resenting crude at the wells, for the st lf of this 

year, averaged for the month of January 1.05 per 

bbl., for February 1.083, for March .833, for April, .78 
for May .80, and for June 1.00 

Average price for Refined in New York for Jann 

ary 8c. per gall.; for February, &8$c.; for March, 74c 


for April, 72c.; for May, 7&c.. for 


Postscript.—As we go to 


June. 9Ac 

press a report rea hea 
well strnck at Wellsville, N. Y. 
Triangle Well No. 3, which produced about bbls 
per day before torpedoing, and for a few hours after 
being torpedved it is claimed to have produced about 


us of a new 


10 bbls. per hour, It is not looked upon by the 
trade as opening any prolific new territory, as some 
19 dry holes have been put down in the same locality, 


and it is believed that this well, after exhausting the 
head of oil in the hole, will probably settle down to a 
small producing well. 





The Luminous Paint in Japan 
-_ — 


‘There is nothing ne 


The trite aphorism, w under 
the snn,” seems again exemplified by a statement to 
the effect that the Japanese were practically acquaint 
ed with the art of luminous painting nine centuries 
ago, thus anticipating the inventor of the supposed 


new phosphorescent paint. A Japanese cyclopadia 


called 


cites an account of a wonderful picture of an ox 
which left the frame to graze during the day and re- 


turned at night. 

This picture came into the possession of an emper- 
A.D. 976-998), who sought 
an explanation, which none of his courtiers could 


or of the Sung dynasty 
give. At length a Buddhist priest showed that a cer- 
tain nauceous substance obtained from oysters, when 
ground into color material, rendered the pictures 
painted with the latter luminous at night and invis- 
ible through the day. The figure of the ox was 
painted with this phosphorescent pigment, and, be- 
coming invisible by day, the superstition arose that 
the animal had gone out to graze.--Iron Age. 





The Epidemic at Adams, Mass. 
> 

The Epidemic at Adams, Mass, has finally been 
traced to the water supply. Engineer Locke has 
made a map of the town, indicating by red dots every 
house where there was a case of sickness, and by 
small circles every house which escaped, covering 
both the village proper and all the roads leading out 
of it. 


on his pipe, and everywhere the red dots stop with 


Afterward he drew the line of the water pipe 


the pipe and follow its course, 

He cites numerous instances to prove that the 
water was the sole cause of the trouble, and shows 
that nearly everybody who was pointed out as not 
using the town water, although sick, had been in the 
district and drank the water. He locates the impur- 
ity in an old mill-dam through which the water 
passes, an‘_ says he found it full of decayiug vegeta- 
Lle matter, which gave forth an offensive odor per- 
That, he 


thinks, was sufficient to cause the outbreak, in con- 


ceived at some distance from the pond. 


nection with the peculiar weather which had prepared 


the people for the epidemic.—Scientific American. 





Another Boiler Heard From. 
simular 

It had done faithful service, but instead of being 
placed upon the retired list it was patched up and set 
‘his is not the kind of treatment to 
which a self respecting bviler is likely to submit, and 


to work again. 


| the protest of this particular boiler took the form of 


an explosion, which sent two men to their account 


with altogether undesirable suddenness. It was not 


| the fault of the boiler that a result comparatively so 


small attended its effort. There was enough explo. 


sion, but for destructive was ill-timed. 


Had it happened a few minutes earlier or later, when 


purposes it 


the workmen were at their places, it would have been 
The next boiler that under- 
takes to assert itself is rather more hkely than not to 
do so at a time best adapted for doing the greatest 
amount of execution. 

hat anything should be done to circumvent the 
murderous propensities of the common boiler is ap 
parently past hoping for.—Jron Age. 


vastly more effective. 





Prices of Gas Coal. 
a 
The following are the prices at which the com- 
panies mentioned are shipping coal : 


New York. Baltimore, 8, Amboy 


MR skate access Ri, 25 $4.10 B4,80 
Scott's Youghiovhe DY 5.00 3.75 
Montauk............ 5,00 3.70 
Newburgh Orre!l 5.00 $.78 
Tyrconnell ..... 5.00 3.75 
Despard. a 5.00 3.78 
West Fairmount 5.00 3.75 


To give some idea of the relative prices at the 
East and the West we give the following quotations 
of coal furnished by the Fort Pitt Coal Company 


At Pitsburgh, f.o.b. cars.... $1.30 per ton of 2000 Ibs 


At Cleveland, f.o.b. cars.... 2.90 

At ox f.o.b. vessels 3.05 . oe 
At Buffalo, f.o.b. cars....... 3.55 . 7 
At Chicago, f.o.b. cars ...... 3.60 Pe * 
| At Indianapolis, f.0.b. cars. 3.00 “ 66 
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Gas Stocks. 


— 


Quotations by G. W. Close Jr., Broker and 
Dealer in Gas Stocks, 


B Scott & Co,,) 


(with W 


34 Pine Srreet, New Yorn Ciry., 


Avuaust 2, 1880. 


cs?” All communciations will receive particular attention 


t#~ The following quotations are based on the par value | 


of $100 per share. gg 
Gas Co. & of N. » City. 
Capital. 


CR sdsddsrixsiennsees 466,000 
ic sadteiniienarens 1,800,000 
#2 Bonds 170,000 
Manhattan............. 4,000,000 
Metropolitan..... . 2,500,000 
i Scrip... $1,000,000 
BNE, sitanntind.censsc 5,000,000 
“ 


900,000 


Bonds, go'd 


Municipal............... 1,500,000 


7 Bonds ..... 750,000 
New York........ ete £000, (00 
POCRUNOTTE, wvactereecsssis 270,000 


Gas Co's of Brooklyn. 


Brooklyn ..........+. -- 2,000,000 

CN ciscccrsenceccnss 1,200,000 
‘* 8. F. Bonds. 320,000 

Fulton Municipal..... 1,500,000 

POO iis desiveescseees 1,000,000 
4, Bonds. .. 290,000 
“+ Scrip ....... 250,000 

Metropolitan........... 1,000,000 

PR adbccwedicesesers 1,000,000 
“ 


700,000 





1,000,000 
ee 


ee 135,000 
“ty Bouds....... 40,000 
Union Co. EN. Y... 


xtichmond Co., S. I. 300,000 


Out of Town Gas Companies. 


Bath, Maine........... 70,000 
Buffalo Mutual, N.Y 750,000 

= Bonds 200,000 
Baltimore, Md...... .. 2,000,000 


™ Ctfs., gold 
Bayonne, N. J........ 
Brockport, N. oe 
Citizeus, Newark..... 

™ ** Bds. 
Chicago Gas Co., Ills 
Cincinnati G.& C.Co. 
Derby of Conn...... ° 
East Boston, Mase... 
Elizabethtown, N. J. 
Fort Wayne, Ind..... 


1,000,000 
25,000 
918,000 
124,000 
160,000 


300,000 


Hannibal, Mo........ : 100.000 
Hartford, Conn....... 700,000 
Hempstead, L. [..... 25,000 


SS) | See 
Hamilton, Ontario... 


£00,000 


150.000 


Jersey City ........ ... 750,600 
Jamaica, L. I......... 25, C00 
Jacksonville, Ill...... 120,000 


Lewistown Maine... £00,000 
Laclede St Louis Mo. 


{ung bievneu 


1,200, 000 


New Haven, Conn... 
Peoples, Jersey City 
«sé se Bds 


Peoples of Baltimore 


“ Bonds.... 
Plainfield, N. J....... 80,000 
Perth Amboy ......... 
Pittsfield, Mass....... 
Rochester, N. Y..... 5 

“ Citizens 


Rondout & Kingston 
St. Louis Missouri.. 
Stillwater, Minn...... 


600 000 
50,000 


Par. 
5O 


50 


190 
LOOO 


100 


100 


50 


25 
20 
1000 
100 
10 


100 
25 
L000 
50 
100 


100 

100 
1000 

100 


100 
LOO 
50 


100 
25 
20 

Loo 

100 
25 
100 
40) 
40 
20 

100 
50 

100 


Loo 


LOO 


25 


50 


OU 


50 


50 


Bid. 


1o0 
140 


1Oo 


100 


106 
101 


102 
125 


60 


Asked. 
70 


103 


| Saugerties, We evan 15,000 100 95 100 
San Francisco Gas- 
Co., 8. Frisco Cal. 71 71 


Toledo, Ohio...... ie 


95 97 


Metropolitan, of New York, have declared a divi- | 
| dend of 5° on stock and 34°, on scrip. The follow- 


| ing stocks were sold at auction July 28th 


| Nassau, Brooklyn, at 494; 132 shares of Brooklyn, 
’ . v4 * 


TAR BURNER, AND BLOWER FOR BURN- 

| ING BREESE, 
i H, E, Parson, New York City..... excsue ane ; 62 

B PROCESSES. 
Strong Gas-Fuel and Light Co, .. ° ‘ . 64 
Gwynne Harrig New York City...... ......... 66 
GAS FIXTURES. 

6 shares Mitchell, Vance & Co,, New York ity. 65 


CEMENT. 








New York, at 106; 140 shares of Northern, New S. L. Merchant, New York City : 65 
| York, at 504. F. O, Norton, New York City 65 
| BROOKS, 
| Economy of Gasas a Fuel... . 65 
| 43 oe Scientific Books 66 
Ad sers 3nd Reeaua 
| . verlisers " Ck. Cathels, Gas Consumer’s Manual TI 
Fodell’s Book-Keepirg : : , 771 
| GAS ENGINEERS Journal des Usines a Gaz. ° ° e-8 64 
Irth gas — Page. Review of Gas and Water Engineering iI 
William Farmer, New York City 79 | Gas Analyst's Manual..... ; 64 
George W. Dresser, New York City. 69 
GAS WORKS APPAKATUS AND Cc C W k 
CONSTRUCTION. omplete Cas orks 
Herring & Floyd, New York Citv..... 67 FoR SALE. 
| T. F. Rowland, Greenpoint, L. I..... 67 
| Deily & Fowler Philadelphia, Pa... 67 The Iron Work for a complete Gas Works, with 8 inch con- 


Kerr Murray, Fort Wayne, Ind 

George Stacey & Co., Cincinnati, Ohio... 

Bartlett, Robbins & Co., Baltimore, Ma. 

Morris, Tasker & Co,, Limited, Phila., Pa 

P Munzinge1, Phila., Pa 
| Brown & Owen, Phila, Pa,. 
| GAS AND WATER PIPES. 
A. H. McNeal & Bro., Burlimgton, N. J.... 
| Gloucester Iron Werks, Philadalphia, Pa... 

Robt. Campbell & Co., New York City.. 

James Marshall & Co Pittsburgh, Pa. 

R. D Wood & Co., Philadelphia, Pa.. 

Warren Foundry and Machine Co,..........4.... 
|} Mellert Foundry and Machine Co., Reading, Pa 
PIPE CUTTING MACHINES. 

A C, Wood, Syracuse, N. Y. ........ 


RETORTS AND FIRE BRICK, 
J. H. Gautier & Co,, Jersey City, N. J 
} B. Kreischer & Sons, New York City..... 
| Adam Weber, New York City..... a Ae 
Laviede Fire Brick Works, St. Louis, Mo. 
Brooklyn Retort and Fire Brick Works. 
Borguer & O’Brien, Phila., Pa... 
Gardner Brothers, Pittsburgh, Fa... 
Henry Maurer, New York City... . cow eumess 
VIBRTERICHOS BREGENERATOR FURNAC 
Chas. F. Dieterich, Baltimore, Md... 
GAS METERS. 


Harris, Griffin & Co., Philadelphia, Pa. ae eee 

American Meter Co., New York and Philadelphia, Pa 

The Goodwin Gas Stove and Meter Co., Philadelphia, Pa 

Ilarris, Helme & Mclihenny, Philndelphia, Pa 
GAS STOVES. 

The Goodwin Gas Stove and Meter Co., Phila., Pa 

Retort Gas Stove Co., Providence, R. I... 

VALVES. 

Ludlow Valve Manufacturing Co., Troy, N. Y 
EXHAUSTERS, 

P. H, & F, M. Roots, Connersville, Ind 


Smith & Sayre Manufacturing Co., New York,City 


GAS COALS, 


Penn Gas Coal Co., Philadelphia, Pa 
Perkins & Co., New York City. ; 68 
| Cannelton Coal Co., - 06 6s 


New York & Cleveland Gas Coal! Co., Pittsburgh, Pa 
Newburgh Orre!l Coal Co., Baltimore, Md. 
Despard Coal Co. Baltimore, Md...... 
Tyrconnell Coal Co., Baltimore, Md 
Fort Pitt Gas Coal, Pittsburgh, Pa.. aie ‘ 
West Fairmont and Marion Coal Co., N. Y. City 
| Montauk Gas Coal, New York City 
| GAS ENGINES. 
Schleicher, Schumm & Co,, Philadelphia, Pa. 
| STEAM STOKERS, 
} A. Q. Ross, Cincinnati, Ohio. 
PURIFIER SCREENS. 

Geo. D. Cabot, Lawrence, Mass 
| BURNERS. 

C. Gefrorer, Philadeiphia, Pa......... 

STREET LAMPS. 
J. G. Miner, New York City.... , 
PURIFYING MATERIAL. 

| Connelly & Co., New York city. .... 


67 | Mections, consisting of 4 Purifiers, 8 ft. by 10 ft., with Dry 
6: | Centre Valve, Multitubalar Condenser, Scrubber, Bye-pass 
67 | Valves, 5 feet Station Meter, and Bench Casting for fou 
Benches of 5's, All nearly new, and in good condition. 


rHE MUTUAL GAS LIGHT CoO., 

67 497 tf St. JosEra, MISSOURI. 
66 GAS WORKS FOR SALE, 

66 


66)In Town of 3000 to 3500 Inhabitants, 


66 

66 Having at present abaut 115 consumers, at $3 per 1000 feet, 

66 and 70 street lamps at $20 per year. Works in good order, 

66 and could be had at a bargain. Address, ** JOHN,” 
505-41 Office Am, Gas Light Journal. 

"| Engagement Desired 

P By a Gas Superintendent of Seventeen 





6s | Years’ Experience, 

68 | Has had the entire management of a gas works, including 
68 | distribution, for over 12 years 
68 | 503-6 


Satisfactory references, 
Address ** 8,°? 31 WEST SIXTH ST., CovinGctTon, Ky. 


4 ‘ 
«| ENGAGEMENT DESIRED. 
yt A Person of Practical Experience as 


Superintendent of Gas Works 
| 
| 


70 | Desires an engagement where stric attention to the duties 
71 | confided to him will secure ultimately a fair compensation, 
71 | References can be given. A good, permanent position is de- 
71 | sired, where future salary would depend on success of 
Address, * ENGAGEMENT,” 
Office Gas LT, JoURNAI 


management, 


PARSON'S 


TAR BURNER. 


| 
| 
| 
| 
| 
; = 











=| 

»/ SIMPLEST, CHEAPEST, BEST. 

68 | Will be sent to any Gas Works on Trial. 
Satisfaction Guaranteed. 

.| PARSON'S BLOWER, 


‘FOR BURNING BREESE, SLACK & FINE COAL. 


3 
Now IN USE AT THE BROOKLYN GAS LIGHT Co. 


See Col. Armington’s remarks at meeting of the New Eng- 
land Association of Gas Engineers, as reported in this 
journal of April 2. 


“| H. E. PARSON, 


67| WATERTOWN, N.Y., and 42 PINE ST., N. Y. CITY. 


67 
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A. Q. ROS*s’ 
STE AM STORER S. 


Now in continuous and systematic operation at the worl e Cincinnati Gas Light and Coke Company, 
| 


Cincinnati, Ohio, where for the past six months they have een « ing and charging retorts at the rate of 


one every minute, Simple in construction, and easily operate i] ntelligent man. 
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Address, A. Q@. ROSS, Manager, 


U. S. STEAM STOKINC COMPANY, CINCINNATI, OHIO, U.S. A. 
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MANUFACTURERS AND BUILDERS OF 





PLANS, SPECIFICATIONS, AND ESTIMATES FOR WORK ERECTED OR ON CARS IN PHILADELPHIA. 


WROUGHT IRON ROOF FRAMES.—For Slate or Corrugated Iron, with Cast Iron Cornice Gutter, 


Window Blinds, and all kinds of Castings and Smiths’ Work for Buildings. 
BENCH CASTINGS,—Retorts, and all castings and Wrought Iron Work for setting 
Retort Lids, Cotter Bars, Coal and Coke Wagons, and Stokers’ Tools. 


& 


Q)., LIMITED. 


Iron Doors and Frames Wrough Iron Pre 


them on the best plan Tar Gates, Wroug Iron Stand Pipes, 


EXHAUSTERS.—Exhansters and Compensators, By-Passes, to pass from 4,000 to 150,000 cubic feet of gas per hour, with Engines, Governors, Pressure 


and Vacuum Gauges. 
SCRUBBERS.—Cataract, Single and Multitubular, Spray and Tower Scrubbers. 
CONDENSZRS.—Single and Multitubular Air and Water Condensers. 
PURIFIERS.—For purifying from 1,000 to 2 


Wroaght or Cast Iron Lime Sieves. 
CARRIAGES.—Movable Lifting Carriages for Purifiers, arrranged either for Floor or Overhead use. 
METERS.—Square and Round Meters of any capacity. 
GAS HOLDERS. 


2,000,000 cubic feet capacity daily, with either wet or dry Lime, or Oxide of Iron, and with either Ash Riveted 


Single Lift and Telescopic Gas Holders, with Cast or Wrought Iron Suspension Frames, Housed or Open, Flat Top or Trussed. 


GAS GOVERNORS.—Station Governors, with Regulating and Indicating Columns for Inlet and Outlet Pipes. 


STOP VALVES.--Double Faced Stop Valves for Gas or Water, from three to twenty-four inches diameter. 


all descriptions. 


PATENT SELF-SEALING RETORT LID. PATENT SEALING AND 


Flange and Bell Pipes, Fitting and Drips of 


Steam Boilers and Hot Water Apparatus for Heating, Building and Gas Holder Tanks, Lamp Posts and Lanterns. 


UNSEALING DIP PIPES. 


MORRIS, TASKER & CO., Limited, 


WORKS: FIFTH and TASKER STS., Phila. 


OFFICE: 2360 S. 3d. St. Phila. 





JOURNAL des USINES a GAZ. 


Issued on the 5th of each Month. 
THIS JOURNAL CONTAINS ALL THE LATEST SCIENTIFIC AND PRACTICAL INFORMATION 
RELATING TO GAS MANOFACTURE IN FRANCE. 
MESSRS. SERVIER, MONNIER. AND ROUGET, EDITORS AND MANAGERS. 


Subscriptions Received at this Office. Price, Post-paid, $3.50 Per Annum, 


THE GAS ANALYST’S MANUAL. 


BY F. W. HARTLEY, A.I.C.E., M.S.E. E. & F. N. SPON, PUBLISHERS. 


PRICE, $2.50. 
CONTENTS. SEcTION I.—The purposes of photometry. Standard light. 





Amendment Act, 1571 :—Regulations in respect of testing apparatus, mode of testing for illuminating power, and for 
sulphuretted hydrogen, Description of scandard apparatus. The photometer room. Preparation of candles. Testing 
operations. Readings. Correction for gas consumpt. Corrections for candles’ consumpt. Corrections for barometric 
pressure and temperatare. Ordinary photometers. The inferential or jet photometers. To set the jet photometer at 
work. To rate the jet photometer. 

Section II.—Duration and mode of testing in London, sulphuretted hydrogen, ammonia, sulphur compounds. 
ation of solutions. Fittingup. Toset the apparatus at work. Analysis, 

SEcTION II1].—Ammonia. Sulphuretted hydrogen. Carbonic acid, 
weight of sulphur. Harcourt’s color test, 


Prepar- 


The Cooper’s Tube, or Eudiometer. To calculate 
A rapid and accurate methodof estimating sulphur in coal gas, 


Specific 
gravity. To find the specific gravity of dry gas. To correct the bulk and find the weight of gas. 


APrENDIX.—Rules and tables to facilitate the calculations necessary in the determination of the illuminating value 


and degr.e of purity of coal gas. Photometry. Ammonia and sulphur. Proving of testing meters in London. The gas 
referees’ cubic-foot measure. Times and mode of testing for pressure in London. Proposed standards of light. 


A. M. Callender & Co., 42 Pine Street. N. Y. 
~ KINC’S TREATISE 


CO 


Vol. L., Bound in Cloth, $10. 


A. M. CALLENDER & CO., 42 Pine Street, N.Y. | 42 Pine street, Ms os 





THE AMERICAN 





$3 PER ANNUM. 


Standard burner. Gas Works Clauses Act | 


‘i | GAS-LIGHT JOURNAL.| 
L. rp AS. i ss 


WATER GAS. 
‘Strong Gas-Fuel and Light Co, 


No. 120 Broadway, 


(EQUITABLE BUILDING), NEW YORK, 


This Company is the Sole Proprietor for the 
State of New York of the Strong and 
Lowe Processes for the Manu- 
facture of Water Gas. 

Works are now being constructed according to the Strong 

patents at Yonkers, to supply that city with gas for 


Light, Heat, and Power. 


| One pair of generators, the cost of which will not exceed 
$15,000, will make about 400,000 cubic feet per day. 

The Lowe system is already in successful operation for 
lighting in more than thirty places in the United Ststes, and 
in many of our large cities. 

The rapid progress that water gas is making in the public 
favor, and the great economy and efficiency of the Strong and 
| Lowe processes over all others for its manufacture, should se- 

cure for these processes a careful examination on the part 
of all gas companies now existing or about to be formed. 

N. B.—For licenses or further information, appply at the 
office of this company, as above. 

Dated March 8, 1880. 


“How to Burn Gas.” 


Under this title a neat little book has been is- 





sued containing the paper of Mr. Jas. Somerville, 


as read at the last meeting at Cincinnati, together 


with a table, taken from Prof. Chandler’s lecture, 
showing the loss of light resulting from the use of 
shades, etc., of different kinds of glass. 


The book is intended for sale to Gas Compa- 


nies to distribute gratuitously among consumers. 
| If Gas Companies can induce their consumers to 
| use better burners and shades, one-half of the 
fault-finding will cease. 
The price is $10 per thousand. Orders may 
be sent to the office of this Journal, 
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MITCHELL, VANCE & CO. 


® Manufacturers of 
Foots CHANDELIERS! 


And Every Description of 





GAS FIXTURES, 
Also Manufacturers of 


Fine Gilt Bronze and Marble Clocks, warranted best Time- 
keepers Mantle Ornaments, &c, 


a 
ae | 


Salesroom, S36 DROADWAY. 


NEW YORK. 
Spectal designs furnisned for Gas Fixtures for Churches 
Public Halls, Lodges. &c. 








= —— LUDLOW 


IMPROVED GAS EXHAUSTER Valve Mant’s 


OFFICE AND WORKS 
With Engine on same Bed Plate, or w ithout. 


BYE-PASSES, GAS VALVES, GOVERNORS, ELBOWS, PIPE-FITTINGS, &C., FURNISHED TO ORDER. 


938 to 954 River Street and 67 to S3 Vail Ave. 
TROY, NEW YORK. 
P, H. & F. M. ROOTS, | Patentees and Manufacturers, (CONNERSVILLE, IND, | ‘BRASS AND IRON SLIDE VALYES. 


S. TOWNSEND, General Agent, 6 Cortland St. and 8 Dey St., N. Y. 
JAS. BEGGS & CO., Selling Agents, 8 Dey St., N. Y. 
WM. COOKE, Selling Agent, 6 Cortland St., N. Y. 


(Double and Single Gate Winch to 36 inch—outside and 
inside screw Indicator ete fo Gas Wate Jand Steam— 


HYDRAULIC MAIN DIP REGULATORS. 
Send for Illustrated Catalogue and Price List. sects 
a = FIRE HYDRANTS. 
SMITH & SAYRE MANUFACTURING COMPANY. 








Coal and Iron Exchange, 21 Cortlandt Street, N. Y 


















BUILDERS OF rm x 
Machinery and Apparatus for Gas W orks. E Os 
> 
L 5 & 
S Z : . @ 
- 2 Z 
Z. ae % 2 A 
Ay ee =) i 4 
= a 5 fy iS 
= je : bl D 
> gee FT 
me Marts es ——_$—__—_—_—_—— — 
x > “sc Y 
S Baek s Portland Cement, 
BS CoS gs Roman Cement, 
reo Zh & & - . . 
SHS aZMReE A Keene’s Cement, 
eee ee. _|Sellurs Gas Cement. 
- fs S : < v5 4 of n English Fire Brick, No. 1. 
| 2 2ag<a. w as Silica Fire Brick. 
age RaS go & [IMPORTER 
| mE GES — Els. 1. MERCHANT, 
_ @ & yale < il Broadway, New York, 
2Ee = owe. Just below Trinity Church. 344-ly 
Soe ee & SC re Remit 25 cents postage for “Practicqg Treatise oo 
~~ t, > Se = Cement. 
\ een, a 5S OR 
Ley Soe . = 
eee F. O. NORTON, 
"t.. = = > = A n MANIFACTURER OF 
SON” & Hiydraulic Cement 
(fl i An < 7, S ~ Specially adapted for gas works. Under water it is capabl 
Lal i r < oh ~~ o : z . f giving better results than Portland or any other cement 
2 iu —< ta a4 cy e 21 Cortland Street, New York, 
yy) eek Oe a 
ws Oi <| > > = 
om) aa22n5" £| Preserve the Journal! 
‘ . ro — Zz a a wong 
> = & = Ss ~ We will furnish to our subecribers an important 
> = S a S rticle for preserving in a convente nt form, the num 
< - fe S = | bersof the Journalas it is issued at the very low 
pi = = =| price of $1.25. Sent either by Express or Mail, as 
fa Sw a P directed. 
N a = oi By mail the postage will be 20 cents, which will be 
4 u aS added to the price of the Binder. Send orders te 
= = 
5 - = A. M. OALLENDER & CO 
5 | Os zi 42 Pine Streat, Room 15, New York 
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A. H. M’NEAL & BRO., 


BURLINGTON. N. J, 


“440 NA 
jesquoy 


Aapunog 





Flange-Pipes 





IRON PIPES 


CASI 


FOR WATER AND GAS. 





DAVID 8S. BROWN, Pres. JAS. P. MICHAELSON, Sec, 


Te sSeESTER AMIN Wop 





SUES HiRON WORKS 
b Malad Sieisisivsisicl.t:is | 


Cast Iron Gas Water Pies, stop Vales Fie Ayianls Casholders A. 


Ottice No. 6 North Seventh Street, Philadelphia. 


ESTABLISHED 1856. 


WARREN FOUNDRY in MACHINE CO,, 


WORKS AT PHILLIPSBURGH, N., J. 
NEW YORK OFFICE, 153 BROADWAY. 


— - 


Cast Iron Water and Gas Pipe 
FROM TWO TO FORTY-EIGHT INCHES DIAMETER. 
ALSO ALL SIZES OF 


FLANCE PIPE for Sugar House and Mine Work. 
Branches, Bends, Retorts, Etc., Etc. 436-1 


SCIENTIFIC BOOKS. “5202S MIAN BQ oye Bee 


| GAS CONSU MERS MANUAL, by E. 8. CATHELS, CLE, 
10 Cents 











We are prepared to furnish to GAS MANAGERS prRacwicaAL TREATISE ON HEAT, by THomas 
and others interested in the topics treated of, the fol Box. Second edition. $5. 
AIR AS FUEL, OR PETROLEUM AND OTHER MIN- 

ERAL OILS UTILIZED BY CARBURETTING AIR, by 
OwEN C. D. Ross, Member Institute Civil Engineers, 
8 vo, Cloth. $1.50. 


lowing Books, at prices named : 


GAS MANUFACTURE, by WiLttam RICHARDS, 4 to, 








R. DD. WOOD & CO., 


PHIL-ADELPHIa. 4 
MANUFACTURERS OF 


CAST IRON PIPE 
FOR GAS AND WATER 
Lamp Posts, Valves, Etc. 


Mathew’s Pat. Anti-Freezing Hydrants, 


400 Chestnut Street. 


JAMES MARSHALL & CO. 


Franklin Foundry and 
Pipe Works, 


MANUFACTURERS OF 


GAS, WATER, AND OIL PIPES 


|= Ni 2 
ey/ : 3 


Works, ISth, 19th, 20th and Railroad Street. 
Office, No. 23 Nineteenth Street. 
Pittsburgh, Pa. 
N.B.—Pipes from 8-incn and upwards cast in 12 ft. lengtus, 
8@” Sen for Circular and Price Liat. 


BERGEN IRON WORKS. 
ROBT. CAMPBELL & CO. 


MANUFACTURERS OF 


CAST IRON PIPES, 


FOR WATER AND GAS, 
Valves, Fire and Dock Hydrants, 
Lamp-Posts and Flange Work, 
Bench Castings for Gas Works, &c. 
_Office, 85 Liberty Street, N. Y. 


Meller Foundry & Machine Go, 


Tuizmited. Established 1848. 
MANUFACTURERS OF 


CAST IRON GAS & WATER PIPE, © f 


With Special Castings, Flange Pipe, Water % 
Gates, Fire Hydrants, Lamp Posts, etc. s 
The Improved Canada Turbine Water Wheel. Machinery : 
and Castings of every description for Furnaces, Rolling Mills, a 
Grist and Saw Mills, Mining Pumps, Hoists, etc. Columns, Be, 
Brackets, Iron Railings, etc., etc, 


ARNOLD MELLERT, Supt., READING, PA. 


NATIONAL COAL GAS COMPENY. 


320 Broadway, N. Y., Rooms 50, 51 & 52. % 
H. P. ALLEN, President. 

The process known as GWYNNE-HARRIS. but from later 
most essential improvements. more appropriately called the 
ALLEN-HARRIS, or AMERICAN HYDROCARBON process 
for making ‘‘ Water Gas,” bythe decomposition of super- 4 
ieated steam, in fire-clay retorts, set similarly to those in 
Coal Gas Works, is an established success, More than One 
Hundred Million cubic feet of gas have been made under 
this process, and for permanency and brilliancy, a8 well as 


ues 














with numerous Engravings and Plates, in Cioth bind- 
ing. $12. FODELL’S SYSTEM OF BOOK KER PING FOR 
THE GAS ANALYST°S MANUAL, by F. W. Harr- GAS COMPANIES. $5. 


LEY. $2.50. The above will be forwarded by Express. upon receipt of 


Sis. TECH! ’ , VAL . : >t. price. 
wae aan oe sly OF COAL WAS, Wy We will take especial pains in securing and forwarding | 


ov. W. R. BowpiTe M, A., wit z , 7 any Other Works that may be desired, upon receipt of order. 
ty an oe, &. 5, WER Eagmrgy. Sve All remittances must be made by Check, Draft, or Post Office 


Money Order. 
NEWBIGGINS HAND BOOK, hy THomas Newsie- Ae M, CALLENDER & CO., | 
aw, C. E, $8.75 i Room 18, No, 42 Pine St., ii. Y¥. 


economy both to the manufacturerand consumer, it is supe- 
| rior to any gas made by the old, or any other method, 

Our process is not intermittent but continuous. The steam 
and the oil are admitted into the retorts by gauge cocks, and 
run for days without change. All the materials required 
| besides the steam, are 17 lbs. of Anthracite coal and about 
34 gallons of Petroleum or Napbtha, per 1000 feet of bri- 

liant gas. 
| Rights for sale. Inquire of the President. 
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Kerr Murray, 
PRACTICAL GAS ENGINEER, 


AND MANUFACTURER OF 


ALL THE LATEST IMPROVED 


Gas Apparatus, 
MACHINERY, 


ETC., ETC. 


-WoRE SS, — 


South of Railroad Depot, 


FORT WAYNE, IND. 


BARTLETT, ROBBINS & C0, 


ARCHITECTURAL IRON WORKS. 


MANUFACTURERS OF 


GAS HOLDERS, BENCH CASTINGS, MULTITUBULAR 
WATER AND AIR CONDENSERS, COMMON AND 
TOWER SCRUBBERS, ROTARY & STEAM 
JET EXHAUSTERS, WROUGHT 
IRON ROOF FRAMES, 


VANUFPFACTURERS OF ALL DESCRIPTIONS 
OF GAS APPARATUS, 


WORKS: 
Cors. Pratt, Scott,"McHenry, Ramsay and Bartlett Streets. 
BALTIMORE, MARYLAND. 


Plans, Specifications, and Estimates furnished, 
spondence solicited. 467-ly 


CONNELLY & CO.,, 


SOLE MANUFACTURERS OF 


[rou Sponge Purifying, Material 


CONNELLY’S JET EXHAUSTERS. 


407 Broadway, New | York City. 


C. CEFRORER. 


Manufacturer of 
GAS BURNERS. 
GAS HEATING AND COOFING APPARATUS. 
FITTERS’ PROVING APPARATUS, ETC. 
No. 248 North Eighth Street, Philadelphia. 


Corre- | 
| 


1842. DEILY & FOWLER 1880. 
LAUREL TRON WORKS. 


ADDRESS, 39 LAUREL STREET, 
PHILADELPHIA. 


MANUFACTURERS OF 


CAS HOLDERS, | 





SINGLE AND TELESCOPI( WITH CAST 
OR WROUGHT IRON GUIDE FRAMES. 
We are prepared to furnish Holders, Wrought Iron Roof 

Frames, Bench Castings, Condensers, Scrubbers, Purifiers 
Drips, Bends, Tees, and all other Iron W k nnected with 
Gas Works. We have built 12 gas works al gas ders 
Personai supervision given to the erection of a ir work, 
Holders built at following places since 

Lancaster, Pa, (2 Indianay | 
Williamsport, Pa Jacksonv 

Bristol, Pa. (2) Joliet, I 

Catasaqua, Pa. Lawrence, Ka 

Kittanning, Pa. jefferson City, N. O. La | 
Hazelton, Pa. Algiers, N. O a 

Freeport. Pa Kalamaz M 
| Huntingdon, Pa, Buffalo, N. ¥ 2 

Pittston Pa, Ogdensburg, N, Y 
| Bethlehem (8), Pa, Waverly, N. ¥ 

Sharon, Pa, Little Falls, N. Y. 

Canten, Pa Penn Ya N. ¥ 

Carlisle, Pa. Watkins, N. Y 

Beaver Falls, Pa. Coney Island, N. Y, 
Annapolis, Md. (2) Bata avia, N. ¥ 

Parkersburg, W. Va. Gloucester, } 


Lynchburg, Va. 
Stanton, Va. 
Youngstown, O 
Steubenville, O, 
Zanesville, O 
Mansfield, O, 
Marion, O. 
Belleaire, O, 
Athena, ©, 
Barnesville, 0, 
Newark, O. 
Columbus, O, 
Franklin, Ind, 


BROWN & OWEN, 


MANUFACTURERS OF 








EVERY DESCRIPTION OF 


Gas and Water Works supplies 


Particular attention given to t 
Estimates and Drawings furnished, 
THOS, R. BROWN, R. 


j 
PITT OWEN, 
Late Chief-Eng. 


Phila. Gas Works 
Address all communications to 


N. W. Cor. 12th and Noble Streets, 


482-ly PHILADELPHIA, 


| Terre Haute, Ind., Gas Co. 


Nashville, Tenn., Gas Co. 


HERRING & FLOYD, 
Oregon Iron Foundry 


738, 740, 742 and 744 Greenwich St., N. Y 
MANUFACTURERS OF 
ALL KINDS OF CASTINGS 
AND 


APPARATUS FOR GAS-WORKS. 


BENCH CASTINGS 
from benches of one to six Retorts each, 
WASHERS: MULTITUBLAR AND 
ATR CONDENSERS CONDEN- 
SERS; SCRUBBERS, 


wet and dry), and 
EXHAUSTERS 


for relieving Retorts from pressure, 


BENDS and BRANCHES 


of all sizes and description. 


FLOYD’S PATENT 
MALLEABLE RETORT LID. 
BUTLER'S 
COKE SCREENING SHOVELS. 


SABBATON’ S PATENT 
FURNACE DOOR AND FRAME, 


LER’S CEMENT 


SEI 


for stopping leaks in Retorts. 


GAS GOVERNORS, 
and everything connected with well regulated Gas Works 
low price, and in complete order. 
N.B.—STOP VALVES from three to thirty inches— 
at very low prices, 


SILAS C, HERRING, JaMEs R. FLOYD 


ri Bre H, Asst, Maney. 
sy J. TARVIN, Sec, & Treas 


STACEY MANUFACTURING CO., 


MANUFACTURERS OF SINGLE AND TELESCOPIC 


GAS-HOLDERS 


AND ALL KINDS OF 
Cast and Wrought Iron Work 


Used in the Erection of Gas and Coal Oil Works, 


Hl. RANSHAW, Pres. & Mangr. 
Wa. Stacey, Vice-Pres, 


Foundry on MILL STREE oT ; : Nos. 33, 35, 37 and 39 

Office and Wrought Iron Workson RAMSAY STREET Cin- 
sinnati, Ohio, 

REFERENCE. 

Cincinnati Gas-Light Co, 
Indianopolis Gas Co. 
Dayton, O., Gaslight Co. 
Covington, Ky., Gas Co. 
Springfield, O., Gas Co. 


| Baton Rouge, La., Gas Uo. 
| Saginaw, Mich., Gas Co, 
Oshkosh, Wis., Gas Co. 
Peoria, iil, Gas Co, 
] Quincy, lil, Gas Co. 
\e he ampaign, ills., Gas Co, 
Madison, Ind., Gas Co. ) Carlinville, Ill, Gas Co. 
Kansas City, Mo., Gas Co, | Bowling Gree n, Ky., Gas Co, 
Topeka, Kansas, Gas Co. | Hamilton, Ohio, Gas Co, 
Burlington, lowa, Gas Co, | Vicksburg, Miss.. Gas Co 
Denver City, Cal., Gas Ce. 
R. T, Coverdale, Eng’r Ciacinnati, and others. 





CONTINENTAL WORKS. 


WHIM: WIT. 2} 


a i 
pee er BT an 
ne 

Seabed 








GASHOL DE RS OF ANY MAGNITUDE. 


T. F. ROWLAN 
GREENPOINT, BROOKLYN, N. Y 
ENGINEER AND MANUFACTURER OF 
GAS-HOLDERS, 
CONDENSERS, SCRUBBERS, VALVES, 
PURIFIERS, RETORTS, and HY- 
DRAULIC MAINS, 


and all other articles connected withthe Manufacture and 
Distribution of Gas. Plans and Specifications prepared 
and Proposals given for the necessary Plans for Lighting 
Cities. Towns, Mansions, and Mamufactories, 


YD, Proprietor, 





P.M 


No. 1211 MARKET 





SF IN ook 2M CS 2 


Engineer and Builder, 
STREET. 


PHILADELPHIA, PI 


cINN. 


BUILDER AND CONSTRUCTOR OF ALL KINDS OF GAS MACHINERY, 


ON THE LATEST AND MOST IMPROVED PLAN. 


Bench Castings, 
Centre Valves, 


Condensers. 


Gasholders, 


Estimates and Drawings Furnished upon Application. 


Scrubbers, 


Purifiers, 
Stop Valves, EKitc., Ete. 
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J. H. GAUTIER & beoaae LACLEDE MANHATTAN 
CORNER OF FIRE BRICKS AND FIRE BRICK & ENAMELLED CLAY 
GREENE AND ESSEX STREETS, ‘CAS RETORT WORKS rRETORT WORKS. 
JERSEY CITY, NI. | smammannnornnee, a! ADAM WEBER 
MARUPACTURERS OF | cad Silas tee Witenae Sk Rha Goan, tice Peomans g j 
Clay Gas Retorts, | Fire Bricks and Tiles — oe tte SETTINGS, 


Gas House Tiles, vias m Po gio "Pin ne Ground Cla yend Fire Bricks. Sewer FIRE BRICKS, TILES, ETC., 
Fire Bricks, Etc. Etc. | 642 ‘901 ae ee ee ee eee Office and Works, 15th Street and Avenue 6, N. ¥. 


Ground Clay, Fire Brick and | nen SER ener ery rer’ | | Bor ler & 0 Brien, 


Fire Sandin Barrels, | B,. KREISCHER & SONS, neilinetiexs 
BROOKLYN “| AND RETORT SETTINGS, 
Clay Retort & Fire Brick Winks Gas Retorts, FIRE BRICKS, TILES, ETC. 
mamutactarery of Clay Motors, Fire ate TILES, FIRE BRICK. SEE Bho, Aah eee, 
VAN DYKE, ELIZABETH, RICHARDS & PARTITION STS. | slemrmencesemeimeemaes 


Office, SS Van Dyke St., Brooklyn, N. ¥. AND EVERYTHING IN THE FIRE CLAY LINE. TWENTY YEARS’ PRACTICAL EXPERIENCE. 





LOCEFORT, PA. GARDNER BROTHERS, MT. SAVAGE JUNOTION, MD. 
——ESTABLISHED 1864.—— 


CLAY GAS RETORTS, RETORT SETTINGS, FIRE BRICK, TILES, Etc. 


MINERS & SHIPPERS OF FIRE CLAY. OFFICE, 116 SMITHFIELD ST., PITTSBURGH, PA. 
C. H. SPRAGUE, No. 13 EXCHANGE PLACE, BOSTON, MASS., Agent for the New England States. 





OFFICE, 418 to » 422 East 23d St.. New York. ESTABLISHED 1856. WORKS, PERTH AMBOY, NEW JERSEY. 


SLAuIN ES X¥ MAU REE, 
Excelsior Fire Brick & Clay Retort ‘Works 


CLAY GAS RETORTS, BENCH SETTINGS, FIRE BRICK, TILES, ETC. 


NEWCASTLE AND PROVINCIAL GAS COALS. 


THE UNDERSIGNED ARE PREPARED TO EXECUTE ORDERS FOR 


NEICWCASTLE COAL, (TOWNLEY), 
ALSO FOR THE BEST QUALITIES OF 


Pe VINCLIAL GAS COAL, 


DELIVERED AT ANY PORT IN THE UNITED STATES. 








We supplied nearly 100,000 tons of Provincial Coal to some twenty-five different Gas Companies in 1877. lhese coals will yield in practical use fully 


10,000 Cubic Feet of 16 1-2 Candle Gas---40 Bushels Coke. 


t SEAVERNG. PERKINS & CO 41 SOUTH STREET, NEW YORK. 





THE MONTAUK GAS COAL COMPANY THE Economy — 


JOHN WHITH, President, ~ 
7 GAS AS A FUEL 
Trinity Building, No. 111 Broadway, New York. - 
WHARVES, LOCUST POINT, BALTIMORE, MD. | Cooking Purposes. 


JAMES BOYCE, Agent and Shipper, BALTIMORE. Price, $12 a Thousand. 
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NEW YORK AND CLEVELAND 


GAS COAL COM’Y 
Of Pittsburgh, Pa. 


MINERS AND SHIPPERS OF 


YOUGHIOGHENY GAS COAL. 


This Company ts prepared to furnish any amount of their 
justly celebrated, and acknowledged superior GAS COAL, to 
any point reached by railroad or navigation. on most favor 
able terms. 


General Office—89 Wood Street, 
PITTSBURGH, PA 
Branch Office—120 Water Street, 
CLEVELAND, OHIO. 


WILLIAM A. McINTOSH, President. 
A. CARNEGIE, Vice-President. 

W. P. DE ARMIT, Treasurer. 
THOMAS AXWORTHY. Agent 


351-ly at Cleveland, Ohio. 


THE NEWBURGH 


Orrel Coal Company, 


Mines at Newburg, Preston County, W. Va. 

Company's Office, No. 52S. Gay Street, Baltimore, Md. 

C. OLIVER O'DONNELL, Pres’t. CHAS. MACKALL, Sec’y. 

Cuas. W. Hays, Agent in New York, Room 7, Trinity Build 
ing, 111 Broadway. 

This Company offer their very superior Gas Coal at lowest 
market prices, 

It yields 10,996 cubic feet of gas to the ton of 2,240 lbs. of 
good illuminating power, and of remarkable purity; one 
bushel of lime purifying 6,792 cubic feet, with a large amount 
of coke of good quality. 

Ithas been for many years very extensively used by various 
Gas Companies in the United States, and we beg to refer to 


he Manhattan, Metropolitan, and New York Gas Light Com- 
panies of New York; the Brooklyu and Citizen’s Gas Light 





Companies of Brooklyn, N. Y {; the Baltimore Gas Light Com- 
pany of Baltimore, Md., and the Providence Gas Light Com- | 
pany, Providence, R. i 
Best dry coals shipped from Locust Point, wharves, and 
prompt att2rtion given to orders for charte ring of vessels. 
224-ly nD 


THE DESPARD COAL COMPANY 


OFFER THEIR SUPERIOR 
DESPARD COAL 
To Gas Light Companies throughout the country. 
Agents, PARMELEE BROTHERS, No. 32 Pine street, N. Y. 
BANGS & HORTON, No. 31 Duane street, Boston, 
Mines in Harrison County, West Virginia. 


Wharves Locust Point, 
Company's Office, 15 German st.,} Baltimore. 


Among the consumers of Despard Coal, we name: Man- 
hattan Gas Light Company, New York; Metropolitan Gas 
Light Company, New York ; Jersey City Gas Light Company, 
N.J.; Washington Gas Light Company ; Portland Gas Light 
Company, Maine 


*." Reference to them i2 reauested, 204-4 


TYRCONNELL GAS COAL., 
MINED IN TAYLOR COUNTY, WEST VA. 
Company’s Office, 52 S. Gay St., Baltimore. 

CHARLES MACKALL, Secretary. 
CHARLES W. HAYS, Agent, Room 7, 111 B’way, N. Y. 
SHIPPING Pornt—Baltimore, Md. 


This coal yields 10,000 cubic feet of Gas with an illuminat- 
ng power of over 16 candles. Forty bushels of very supcrio 
oke, with little Ash and scarcely any clinker Od-ly 


GEO. W. DRESSER, 
CIVIL ENGINEER. 


TRINITY BUILDING 


ROOM 828. 





111 BRUADWAY.| 





GAS COALS, 


TH E 


GAS COAL COMPANY 


OFFER THEIR 


COAL, CAREFULLY SCREENED, 


AND PREPARED FOR 
— |, le ee ee — . y at 
Their Property is located in the Youghiogheny Coal Basin, near Irwin’s cua Penn Station 
m the Pennsylvania Railroad, and on the Youghiogheny River. 
OFFICES 
No. 209 South Third Street, Phil’a. 90 Wall Street, New York, 
LACES OF SHIPMENT. 


Lower Side), 
Delaware River. 
Lower Side), South Ambov, Ne de 


CANNELTON COAL COMPANY 


Miners of the celebrated CANNELTON CANNEL, acknowledged to be the dest enricher produced 
10,000 cubic feet of 64.54 ¢ 


Pennsylvania Railroad, Pier No. 2 
Greenwich Wharves, 


366-1y Pior No. 1 





in this country, yielding ndle gas per ton of 2,240 pounds. 


J. TATNALL LEA, Treasurer, P. O. Box 1747 Philadelphia. 
Saues (PERKINS & CO., New York 
AGENTS: ) DANIEL W. JOB & CO.,1 MAYER, CARROLL & CO., Baltimoe 





The West Fairmont and Marion Consolidated Coal Company, 


Mines at Fairmont, West Virsinia, 
SALE THEIR 


VERT SUPERIOR GAS COAL, 


IN ANY QUANTITY DESIRED fice, 231 BROADWAY, New York 


THE FORT PITT COAL co. 


OFFER THEIR CELEBRATED 


Fort Pitt Gas Coal, 


arefully Screened and Prepared for Gas Purposes, 
Delivered at any Point reached by Railroad or 
on the Most Favorable Terms. 


at their « 


mn the ghor ,otice, 





Navigation, 


Office, No. Liberty Street, 
PITTSBURGH, PENN. 
314, J. E, MeCRICKART, 


no”, 
ededD 4 





Box Manager. 





bes = _—— ” 


“SCOTT'S” OCEAN MINE 


Youghiogheny Cas Coal. 


Messrs. W. L. Scott 


& Co.. proprietors of the above well-known col- 


The undersigned, agents for 
= 


solicit orders for delivery of the Ocean Coal 
New York New 


Shipments made immediately if desired 


liery, 


at any point in and Er gland. 


PERHINGS & CO, ales Agents, 


41 SOUTH ST., NEW YORK. BOX 3695. 
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INTERNATIONAL--1876--EXHIBITION. 


ee ee ee 


The U. S. Centennial Commission 
HARRIS, GRIFFIN & CoO., 


12thand Brown Sts., Philadelphia, and 49 Dey St., N. Y., U.S, A.. 


FOR THE FOLLOWING REASONS : 


=F i‘ pWAQDED hy ON 
% SS = SS SES AY 
‘ apr tip eH ) STATES. Waar 
, > E UES i 





“4 
; 
nf 





The Exhibit consists of a Series of METERS from the Largest Size Station Meters for the use of the MANUFACTURE OF GAS, to those for the nse of 
the ORDINARY CONSUMER. The Instruments are WELL MADE, RELIABLE as to INDICATION, and embody a number of sundry improvements whic} 
with the general character of the Exhibit, entitle the whole to commendation. 


Attest—J. L. CAMPBELL, Signed—A. T. GOSHORN, J. R. HAWLEY, 
Secretary, pro-tem. Director General President 


GROUP JUDGES. 
AMERICAN. | FOREIGN. 
Pror. JOSEPH HENRY, LL.D.. Secretary of Smithsonian Institution, Wash- Srrk WILLIAM THOMSON, LL.D., D.C.L., F.R.S., Great Britain 


ngton, D. C. JUL. SCHTEDMAYER, Germany 
Pror. F. A. P. BARNARD. S.T.D., LL.D., President of Columbia College, N. Y° Mr. E. LEVASSEUR, France. 
Pror. J. E. HILGARD, Washington, D. O. P. F. KUPKA, Austria. 
Pror. J. C. WATSUN, Ann Arbor, Michigan. EDW. FAVRE PERRET, Switzerland. 


Genera HENRY K. OLIVER, Salem, Massachusetts. 
GEORGE F. BRISTOW, New York. 








y 


i 


























UA OONGNL= INTIS UGA 





FARMER’S PATENT BYE-PASS DIP-PIPE. 
WILLIAM FARMER, 
ARCHITECT AND CENERAL CAS ENCINEER, 


ROOMS 87, S89, 91, 111 BROADWAY, NEW YORK. 
00 

WILLiam FARMER may be consulted upon all matters relating to the Manufacture of Illuniinating Gas. Will furnish Specifications, Drawings, 
and Estimates for the Erection of Gas Works of any Capacity, and will erect the same either on Commission or by Contract. 

Having made the Construction of Gas Works a Specialty, perfect satisfaction can be guaranteed. 

Sole Agent tor the FOULIS HYDRAULIC MACHINE for Drawing and Charging Retorts. 

Sole Ageut for the AITKEN and YOUNG PROCESS FOR MAKING ILLUMINATING GAS. 














PATENTEE OF THE FOLLOWING INVENTIONS. 

EXHAUSTER (Screw Propeller) for Gas or Air, and Condensation. DUMPING BARROW for Wheeling Coal, Coke and Lime, Etc. 
HYDRAULIC MAIN for Reducing Pressure on Retorts. ZIGZAG SCRUBBERS for Napbthalizing the Gas and Removing the Tar, Ammonia, and 
Waphthaiue. BYE-PASS DIP PIPE for reducing the Pressure on Retorts, Etc., as per cut above. SELF-ACTING WATER DISTRIBUTOR 
for Scrubbers and Washers, Etc. MOVABLE DIP PIPE tor Reducing and Equalizing the Pressure on Retorts, TOWER SCRUBBERS (Jack- 
mted) for Economizing Space and Building Material. DUPLEX CENTRE SEAL tor Keeping all the Boxes in a set continuously in action. 





REFERS BY PERMISSION TO THE FOLLUWING GENTLEMEN. 


Professor B. SILLIMAN, New Haven, Conn. D. Hostetter, President Pittsburgh Gas-Light Co., Pittsburgh, hy. 
GEN, CHAS. RooME, President Manhattan Gas-Light Company, N. Y. | C, VANDERVOORT SMITH, Engineer Manhattan Gas-Light Company, N. Y. 
GEN. .4. HICKENLOOPER, President Cincinnati Gas-Light Co., Cincinnatti, Ohio. | S. L. Huster, President Laclede Gas-Light Company, St. Louis, Mo. 

%. W. Besson, President Brooklyn Gas-Light Company. Brooklyn, N. Y. E. VANDERPOOL. Engineer, Newark Gas-Light Company, Newark, N. J. 
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T. C. HOPPER, Prest. and Gen. Supt. WM. H. HOPPER, Vice-Prest \ N. MILSTED, Treas. WM. H. DOWN, Sec. 
WET AND DRY GAS METERS. PRESSURE REGISTERS. METER PROVERS., 4 
STATION METERS. PRESSURE & VACUUM REGISTERS PORTABLE TEST METERS. i 
i EXHAUSTER GOVERNORS. PRESSURE & VACUUM GAUGES EXPERIMENTAL METERS. ] 
DRY CENTRE VALVES. CRESSON GAS REGULATORS AMMONIA TEST METERS : 
GOVERNORS FOR GAS WORKS. MARSLAND WATER METERS BAR AND JET PHOTOMETERS. ‘ 
WManufactories: ) G AS STOVES—AMERICAN, FRENCH, & ENGLISH. Asgencics: 
: SUGG’S ILLUMINATING POWER METER 37 Water Street, Cincinnati. 

a 512 W. 22d St., N. ; # i SUGG’S “STANDARD” ARGAND BURNERS. ALSO NN AND TTT 20 South Canal Street, Chicago. . 
> | Wet Meters, with Lizar’s “‘Invariable Measuring’? Drum, SLO North Secord Street, St. Louis. t 

Arch & 22d Sts., Phila. Sole Agents for Wm. Cowan's Automatic Pressure Changer. | 122 & 124 Sutter St., San Francisco. 

HELME & MelILHENNY, 





Successors to Harris & Brother. : 


ESTABLISHED 1848. 
PRACIUMOAL GAS WUE WANUVULACTURERS, 
Continue as heretofore at the OLD ESTABLISHMENT. Nos. 1115 and 1117 Cherry Street, Philadelphia, Pa. 


‘To manufacture Wet and Dry Gas Meters, Station Meters, Experimental Meters, Meter Provers, Centre Seals, Governors, 
Pressure Registers, Indie: ators, Photomete rs, and all ciacs of Gas Apparatus; Also furnish all other Articles 
appertaining to the use of Gas Works 





From our long Practical Experience of the Business (covering a pe pad af years) and from orr personal supervision of au 
Work, we can quarantee all orders to be executed promptly, and in every ect satisfactorily 
WILLIAM HELME. JOHN MoILHENNY. 
WM. WALLACE GOODWIN, Prest. and Treas. WM. H. MERRICK, VY.-Prest DUMONT AGN Supt S. L. JONES, Se S. V. MERRICK, Asst, Sec. 


THE GOODWIN GAS STOVE AND METER COMPANY, 


Successors to W. W. GOODWIN & CO. 
No. 1012, 1014 and 1016 Filbert Street, Philadelphia, Pa. 
No, 142 Chambers Street, New York 


MANUFACTURERS OF GAS STOVES FOR COOKING AND HEATING PURPOSES 


Dry and We! GAS METERS, Station Meters (Square, Cylindrical or in Staves) Glazed Meters, King’s aud Sugg’s Experimental Meters, 
Lamp Post Meters, Etc., Etc., Meter Provers (sizes 2, 5 and 10 feet), Pressure Guages of all kinds, Pressure Registers, Pressure and Vacuum Re- 
gisters, Pressure Indicators (sizes 4 inch, 6 inch and 9 inch), King’s Pressure and Vacuum Gauges, Dry and Wet Centre Seals, Dry aud Wet Gov 
ernors, Exhauster Governors, Photometers of all descriptions. Letheby’s Sulphur and Ammonia Test Apparatus complete—also 

Testing and Chemical Apparatus of ail kinds, and of the most perfect description, for all purposes relating to Gas, 


CGoodwin’s Improved Lowe’s Jet Photometer. 


Special attention to repairs of Meters, and ali apparatus connected with the business 
All work guaranteed first class in every particular, and orders filled promptly 





NOW READY AND FOR SALE, 


Review of Gas and Water Engineering. FODELL’S 


ISSUED EVERY ALTERNATE FRIDAY. System of Bookkeeping 
FOR GAS COMPANIES, 
Edited and Published by Cuas. W. Hastines, 8 Buckingham St., London, Eng Price $5, Which snould be sent either in Check bP. O, Order 
¢ : or Registered Letter. 
2 ‘ Biauk Books, witl ted headings and : 
Each number contains articles in connection with the manufacture and supp if Ga sum- | tem, -wi'l + sonal ato Gea Companen tartan we 
mary of latest intelligence on the subject of Electric Lighting ; articles upon Water Supp FopRuL Vailedelphia, or 

on the Construction and Maintenance of Gas, Water, and Sewage Works a 2. Case se 

9 on: l t 8, ’ Y NS. OFFICE GAS LIGHT JOURNAL, 42 Pine St., N. ¥ 


Price, 10s., Postpaid. 


CATHEL’S 


The Gas and Water Companies’ Directory. — = oan oy po 


Edited and Published Annually by CHARLES W. HASTINGS, aie 2 
Enables every Gas Consumer to ascertain at a glance, with. 


1t any previous knowledge of the Gas Meter, the quantity 


This Work gives a complete list of all Gas and Water Companies thronghout England, Scotland, Lreland 
and money value of the Gasconsumed,. Aiso the best metnoa 






and Wales; date of formation, amount of capita and names of all officers, etc.; including carLon of obtaining from Gas the largest amount of ita light, 
returns, prices paid for gas, dividends, etc. It will be tothe advantage of Gas Compuntes to supply 
: : ; a ai : aS : ; eir Consumers with one of these Guides, as a means of pre- ie 
Price, in Cloth Covers, 5s., Paper Covers, 38. 6d. Postage Extra. venting complaints arising from their want ot pansies ip i, 
Address, 8 BUCKINGHAM STREE T, regard to the registration of their meters. For saie bv 
A. M, CALLENJER & CO, 
Orders Received at this Office. LONDON, W. C., ENGLAND 42 Pine Street, New York Hoom 18. 
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The Goodwin:Gas Stove and Meter Company are the Sole Agents for thefy 
sale of Bray’s Burners ann Lanrerns in this country. We are now pre. 


pared to furnish 100 and 200-candle power Burners and Lanterns. Send® 


The “Sun Dial” Gas Stove, 


-~-MANUFACTURED BY THE 


GOODWIN GAS STOVE & METER CO. 


Successors to WW. WW. GoovnDvDowin c&t CO., 


1012. 1014, 1016, Filbert St., Phila, and 142 Chambers St., N. Y. 


ONE GOLD AND THREE 4 
SILVER MEDALS BY i 





for Cireulars. | 


si ge ni 


3 
4 
2 
4 





Medals Awarded. 





CENTENNIAL - - -1876. ‘ 
CHARLESTON - - - 1879. THE MARYLAND 
CINCINNATI - - J879. INSTITUTE, AT ; 
PHILADELPHIA - - 1879. BALTIMORE - -. 1878. 


TRADE MARK. 4 

‘These are the most complete Gas Stoves in the world. Over 50 different 
sizes and kinds, suitable for any sized family or hotel. The only Gas Stove 
by which joints and poultry can be roasted as before an open fire. These 


Ms e . ° i 
stoves are constructed especially to meet the requirements of domestic 
ecomomy. ‘They possess the following advantages : . 
1. More economical than coal or wood. 2. An open roaster. s 

3. Freedom from all contact with gas. 4. A well ventilated oven. @ 

i 

5. No confined vapors. , 6. A regular diffused heat. F 

7. A broiler free from smoke. 8. A hot plate fitted with patent air and gas & 
burners, arranged for boiling, stewing, and frying. 9. No coal to bring F 

up, no ashes to empty, no smoke. Only a match required for kindling wood. a 





GREAT ECONOMY OF: GAS. 


From Twenty-five per cent. to Forty per cent. of gas saved by the use of our 
NON-CONDUCTING LINING. Patent applied for. 


SMOOTHING IRON HEATERS. 

In the laundries of hotels or private dwellings, by hatters, tailors, ete. 
gas can be used for heating smoothing irons, especially on account of the 
facility with which they may obtain heat in a few minutes We manufac: 
‘ure them for heating one, two, three, four or more irons at once. 


WM. W. GOODWIN, Pres. & Treas. H. DUMONT WAGNER, Supt. SAMUEL V. MERRICK, Asst. Sec. 
WM. H. MERRICK, Vice-Pres. S. LEWIS JONES, Sec. WM. H. WHITE, Mang. N.Y. Brancl. 
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